ಕರ್ನಾಟಿಕ ವಿಧಾನ ಪರಿ ಷತ್ತು 


ಚುಕ್ಕೆ ಗುರುತಿಲ್ಲದ ಪ್ರಶ್ನೆ ಸಂಖ್ಯೆ 


448 (613) 


2. ಸದಸ್ಯರ ಹೆಸರು ಶ್ರೀ ಕಾಂತರಾಜ್‌ (ಬಿ.ಎಂ.ಎಲ್‌) 
| (ಸೈಳೀಯ ಸಂಸ್ಥೆಗಳ ಕೇತು 
3. ಉತ್ತರಿಸಬೇಕಾದ ದಿನಾಂಕ 16-09-2021 
+. ಉತ್ತರಿಸುವವರು ಮಾನ್ಯ ಮುಖ್ಯಮಂತಿಗಳು. 
} ಸ್‌ 
ಕ್ರ. ಪ್ರಶ್ನೆ ಉತ್ತರ 
ಸಿ೦, — , 
ಅ) | ಬೆಂಗಳೂರು ಮೆಟ್ರೋ ರೈಲು ನಿಗಮ! ಬೆಂಗಳೂರು ಮಜಟ್ರೋ ರೈಲು 
' IBMRCL) ವ್ರ ಕೇಂದ್ರ ಮತ್ತು ರಾಜ್ಯ।ನಿಗಮಕ್ಕೆ ಕಳೆದ ಮೂರು 
ಸರ್ಕಾರಗಳ ಜಂಟಿ ಉದ್ಯಮವೆ; | ವರ್ಷಗಳಿಂದ ಕೇಂದ್ರ ಸರ್ಕಾರ ಮತ್ತು 
ಹಾಗಿದ್ದಲ್ಲಿ, ಭಿ ಪ್ರಾರಂಭದಿಂದ | ರಾಜ್ಯ ಸರ್ಕಾರ ಮೆಟ್ರೋಗೆ 
ಇಲ್ಲಿಯವರೆಗೂ ಕೇಂದ್ರ ಸರ್ಕಾರ ಮತ್ತು | ಒದಗಿಸಿರುವ ಅನುದಾನ ವಿವರವನ್ನು 
ರಾಜ್ಯ ಸರ್ಕಾರ ಮೆಟ್ರೋಗೆ ಒದಗಿಸಿರುವ! ಅನುಬಂಧ-1ರಲ್ಲಿ ಒದಗಿಸಿದೆ. 
ಅನುದಾನ ಎಿಷ್ಣೊ; ' (ವರ್ಷವಾರು | 
| ವಿವರವಾದ ಮಾಹಿತಿ ನೀಡುವುದು 


3) | ಮೆಟ್ರೋ ರೈಲು ನಿಗಮವು ಪ್ರಾರಂಚದಿಂದ | 


ಇಲ್ಲಿಯವರೆಗೂ 5.00 ಲಕ್ಷ ರೂ ಒಳಗಿನ 


ಮೆಟ್ರೋ ರೈಲು ನಿಗಮದಲ್ಲಿ ತಳದ 
ಮೂರು ವರ್ಷಗಳಿಂದ 5.00 ಲಕ್ಷ ರೂ 


ಎಷ್ಟು ಕಾಮಗಾರಿಗಳನ್ನು | ಒಳಗಿನ ಕಾಮಗಾರಿಗಳ 
ಕೈಗೊಂಡಿರುತ್ತದೆ;.. . (ವರ್ಷವಾರು, | ಮಾಹಿತಿಯನ್ನು  ಅನುಬಂಧ-2.1 
ವಿಭಾಗವಾರು, ಕಾಮಗಾರಿ ಹೆಸರಿನೊಂದಿಗೆ! ಮತ್ತು 2.2ರಲ್ಲಿ ಒದಗಿಸಿದೆ. 
[t, ಮಾಹಿತಿ ನೇಡುವುದು) ಹ - 
ಇ) ಸುಮಾರು 1 ರಿಂದ 2 ಅಕ್ಷ ರೂಗಳಲ್ಲಿ [ಮಪ್ಯೋ' ಕಮ ನಿಗಮದಲ್ಲಿ 
ಪೂರ್ಣಗೊಳ್ಳುವ ಕಾಮಗಾರಿಗಳನ್ನು 5 ಲಕ್ಷ | ಒಂದರಿಂದ -ಐರಡು ಲಕ್ಷ 
ರೂಗಳಿಗೆ ತುಂಡು ಗುತ್ತಿಗೆ ನೀಡಿ ನಿಗಮದ | ರೂಪಾಯಿಗಳಲ್ಲಿ ಪೂರ್ಣಗೊಳ್ಳುವ 
ಹಣವನ್ನು ಪೋಲು ಮಾಡುತ್ತಿರುವುದು ಕಾಮಗಾರಿಗಳನ್ನು ಐದು ಲಕ್ಷ 
ಸರ್ಕಾರದ' - ಗಮನಕ್ಕೆ ಬಂದಿದೆಯೇ | ರೂಪಾಯಿಗಳಿಗೆ ತುಂಡು ಗುತ್ತಿಗೆ 
(ವಿವರವಾದ ಮಾಹಿತಿ ನಿಡುವುದು) ನೀಡಿರುವುದಿಲ್ಲ. 
ಈ) | ಇಲ್ಲಿಯವರೆಗೂ ಕೈಗೊಂಡಿರುವ .5 ಲಕ್ಷ[ಮೆಟ್ರೋ ರೈಲು ನಿಗಮದಲ್ಲಿ ಐದು! 
ರೂಗಳ 'ತುಂಡು'ಗುತ್ತಿಗೆ” ಕಾಮಗಾರಿಗಳಲ್ಲಿ. ಲಕ್ಷ ರೂಪಾಯಿ ವರಗಿನ 
5. ಔ೩ಕೀ ಸಂತೆ ಕ್ರಮವಹಿಸಲಾಗಿದೆಯೇ? | ಕಾಮಗಾರಿಗಳನ್ನು ಎಸ್‌.ಆರ್‌. 
(ವಿವರಪಾದ ಮಾಹಿತಿ ನೀಡುವುದು) ದರದಲ್ಲಿ ಹಾಗೂ ಎಸ್‌.ಆರ್‌.ನಲ್ಲಿ |. 
ಹೊರತುಪಡಿಸಿದ ಶೇಷ 
ಕಾಮಗಾರಿಗಳನ್ನು. ಪ್ರಚಲಿತ 
ಮಾರುಕಟ್ಟೆ ದರಗಳಲ್ಲಿ 
| ವಿರ್ವಹಿಸಲಾಗಿದೆ. 


ಕಡತ ಸಂಖ್ಯೆ: ನಅಇ 178 ಪಿ.ಆರ್‌.ಜೆ 2027 


haar 
(ಬಸವರಾಜ್‌ ಬೊಮ್ಮಾಯಿ) 
ಮುಖ್ಯಮಂತ್ರಿ 


ವಿಧಾನ ಪರಿಷತ್ತಿನ ಸದಸ್ಯರಾದ ಶ್ರೀ ಕಾಂತರಾಜ್‌ (ಬಿಎ೦ಎಲ್‌) ಇವರ ಚುಕ್ಕೆ ಗುರುತಿಲ್ಲದ ಪ್ರಶ್ನೆ ಸಂಖ್ಯೆ: 448 (613). 


ಬೆಂಗಳೂರು ಮೆಟ್ರೋ ರೈಲು ನಿಗಮ ನಿಯಮಿತ 


ವಿಷಯ: Bಬ್ನC[ನಲ್ಲಿ ತುಂಡು ಗುತ್ತಿಗೆ ಕಾಮಗಾರಿಗಳ ಬಗ್ಗೆ. 


ಅಮನಮುಬಂ೦ಂಧ-1 


(ರೂ. ಕೋಟಿಗಳಲ್ಲಿ) 


ಕೇ೦ದ್ರ ಸರ್ಕಾರದಿಂದ ಹಣ ಬಿಡುಗಡೆ ರಾಜ್ಯ ಸರ್ಕಾರದಿಂದ ಹಣ ಬಿಡುಗಡೆ 
ವರ್ಷ TE s ತೆರಿಗೆ 
ಈಕ್ಕಿಟಿ | ಪಾಸ್‌ ಯ ಸಾಲ | ಮೂತ್ತ | ಈಕ್ಕಿಟಿ ಸಾಲ | ಮರು ಹ ಒಟ್ಟು 
ನ್ಟ ಪಾವತಿ ಖು) 

2017-2018 360.00 344.01 329.99 | 1,034.00 200.00 2907.10 172] 1164 3,300.69 
2018-2019 582.00 A 105.00 987.00 300.00 2296.96 | 10000| 116.39 2,813.35 
2019-2020 | 1,033.33 2022.87 349.48 | 3,405.68 | 109400 172500 | 7035| 4300 2,932.35 
2020-2021 SN 1,115.00 -| 1,858.00 | 1,250.00 1,825.00 0.00 | 50.00 3,125.00 
31.03.2021 j 

cl 176.00 850.00 0.00 | 1026.00 120.73 571.13 0.00 0.00 691.86 

(31.08.2021) ; ; : 
Total 2,894.33 4331.88 | 108447 | 8,310.68| 296473 | 9,325.19 247.55 | 325.78 12,863.25 


Bangalore Metro Rail Corporation Limited 
Details of Piece Work Contracts Upto Rs. 5S Lakhs during the past 3 years. 


Bangalore Metro Phase-1: 


ಅಮುಬ೦ಧ-2.1 


Work 
Sl. Date of Name of order 
No. Name of the Work Work Order No. Wok Grdes Acenéy PE 
‘Rs.’ 
1 Finishing works related to aluminum windows | BMRCL/CE(UG)/UG2/General/2018/ 17-02-2018 |M/s Rathna 4,68,097.00 
and ventilators of North west entry of city Constructions 
Railway station [C- 15315] 
2 Providing rolling shutters and filling the gap | BMRCL/CE(UG)/UG2/General/2018/ | 17-02-2018 | M/s Shetty 4,81,100.00 
with ventilators at NW entry/exit for City Rolling Shutter 
railway station [C-15316] 
3 Finishing works of Noth West entry of City | BMRCL/CE(UG)/UG2/General/2018 17-02-2018 | M/s Benja 4,79,281.00 
city Railway station [C- 15314] Constructions 
4 Finishing works related to wall painting, SS | BMRCL/CE(UG)/UG2/General/2018/ | 17-02-2018 | M/s Rathna 3,64,893.00 
railing, windows and Ventilators at North Constructions 
west entry of City city Railway station [C- 
15317] 
5 Supplying, Fixing and painting of cattle trap | BMRCL/CE(UG)/UG2/General/2018/ 01-01-2018 | M/s Steelcon 94,080.00 
near silver jubilee gate of High Court of Agencits 
Karnataka [C-14993] 
6 Supplying and fixing of 3mm sun board with | BMRCL/ACE(UG)/UG2/General/2018/ | 13-02-2018 | M/s Radiant 21,692.00 
eco solvent vinyl print & mat lamination in Technologies 
west side subway of Nadaprabhu 
Kempegowada station Majestic [C-15979] 
7 Design, Fabrication & Supply of 6mm 040 | BMRCL/CE(UG)/UG2/General/2018/ | 07-08-2018 | M/s Diamand 62,818.00 
Acrylic Signage board in Metro station of Displays 
Phase-1 [C-17275] Solutions PVT 
LTD 
8 Supply & Providing 25mm thick sadarhalli | BMRCL/CE(UG)/UG2/General/2018/ | 21-06-2018 | M/s Benja 4,50,214.00 
granite in staircase of foot over bridge of KSR | 2693 Constructions 


city Railway station [C-16427] 


Bangalore Metro Phase-2: 


ನ Name of the Work Work Order No. ದ Name of Agency Mie ಮ 
I Carrying out alteration works in the | BMRCL/0011/P-2/2020,C- 26.02.2021 M/s B.N. Krishnaraj 4,98,846.00 
AEP’s office 25433/11419 
p Tree Transplantation work at Ramp | BMRCL/0320/,C-25799 P-| 10.10.2020 M/s Asian Landscape 3,00,000.00 
works near Dairy Circle (RT-01) 2/CE-UG/General/2020/8190 
3 Tree Transplantation work at South | BMRCL/0219/,C-23114 P-| 30.12.2019 M/s Asian Landscape 3,65,500.00 
ramp(RT-01) 2/CE-UG/General/2019/8964 
4 Tree Transplantation works at Vellara, | BMRCL/0011/ P-2/CE- | 16.12.2019 M/s T.M.R.H. 4,28,000.00 
M G Road, Shivaji Nagar(RT-02 UG/General/2019/848 Plantations 
5 Tree Transplantation works at RMS, | BMRCL/0213/ P-2/CE- | 30.12.2019 M/s T.M.R.H. 4,06,600.00 
MG Road Shivaji nagar (RT-02) UG/General/2019/8963 Plantations 
6 Dismandling BSNL Tower at Dairy | BMRCL/0163/P-2/RT- 10.02.2020 M/s Shanthala Eletrical 43,542.00 
Circle (RT-01) 01/2020 
7 Transplantation of trees from | BMRCL/0012/P-2/RT-03/ 01.01.2020 M/s TMRH Plantations 4,79,360.00 
Cantonment Metro Station 021/2020/9012 
q Transplantation of trees from Pottery | BMRCL/0012/P-2/RT-03/ 01.01.2020 M/s Asian Landscapes 3,85,280.00 
Town Metro Station 022/2020/9013 
9 Transplantation of trees from | BMRCL/0012/P-2/RT-03/ 21.08.2020 M/s Indus Herbs 4,27,378.00 
Cantonment Metro Station 2020/0266/4026 
Dismantling and transporting of BSNL | BMRCL/0223/P-2/RT-04/ 03.08.2020 M/s Paramvah 710,000.00 
Mobile Tower located at property | 2020/0134/3244 Networks Pvt Ltd. 
10 no.4, PIT No. 95-149-4, 
Venkateshpura Metro Station for 
BMRCL Reach-6 Underground 
Works. 
11 Digital Photo shooting & Videography | BMRCL/Compensatory/2020- | 30.11.2020 Kiran Video Filming 85,000.00 
of Compensatory plantation. 21/C-25897/8074 
Supply and installation of Pier Number | BMRCL/PHASE 2/R4B/ | 16.03.2020 Radiant Technologies 435,456.00 
Plates (14mm ACP plate)with | 2019-20/024 
12 4 eG p 
reflective stickering including crane 
charges etc. complete 
Providing, fabrication and installation | BMRCL/PHASE 2/ R4B/| 23-11-2020 Power Signs 3,08,000.00 
of Smm brass moulded letters and | 2020-21/93A 
13 | BMRCL logos at entry structures in 


R4B stations including transportation, 
tools / tackles, labour etc. complete as 


per the directions of Engineer. 


REACH 4B 
Description of work Value of work (Rs.) bd otk 
Up to 1 lakh 
Upto 5 lakh 
Supply and installation of Pier Number 4,35,456 4,35,456 
Plates (14mm ACP plate)with reflective 
stickering including crane charges etc. 
complete 
Providing, fabrication and installation of 3,08,000 3,08,000 
Smm brass moulded letters and BMRCL 
logos at entry structures in R4B stations 
including transportation, tools / tackles, 
labour etc. complete as per the directions of 
Engineer. 
Supply and planting of shrubs, trees and 4,95,656 4,05,656 
plants at all stations in R4B 
REACH 6 ELEVATED 
Grouting of Remaining Post tensioned 134.830 1,34,830 


structures in Reach-6(Elevated) section 


Remarks 


Nil 


Mar-20 


Nov-20 


Jan-21 


Agreement no :BMRCL/Ph-2/R- 
6(Ele)/Via&e stn/F-75/2020/21(R6-CC- 
01)/3071A Awarded to M/s 
Subramanyam Constructions 


ಅಮುಬಂಧ-2.2 


Bangalore Metro Rail Corporation Limited (O&M Wing) 
ವಿಧಾನ ಪರಿಷತ್ತಿನ ಸದಸ್ಯರಾದ ಶ್ರೀ ಕಾಂತರಾಜ್‌ (ಬಿಎ೦ಎಲ್‌) (ಸ್ಥಳೀಯ ಸಂಸ್ಥೆಗಳ ಕೇತು ಇವರ ಚುಕ್ಕೆ ಗುರುತಿಲ್ಲದ ಪ್ರಶ್ನೆ ಸ೦ಖ್ಯೆ: 448 (613) 
ವಿಷಯ: ಹಔBಖRC೭ನಲ್ಲಿ ತುಂಡು ಗುತ್ತಿಗೆ ಕಾಮಗಾರಿಗಳ ಬಗ್ಗೆ. 
Department: Signalling 


Work 
Sl. No. Name of the Work Work Order No. Dateof WOrE Name of Agency ಈ under 
order Amount in ‘Rs.’ 


R2 BATTARYB DISCHARGE TEST WORK BMRCL/O&M/SIG L1/UPS/WO/2020-21/01 24-08-2020 AMARA RAJA BATTARIES LTD 175230 


SDTC REPAIR WORK BMRCL/O&M/SIG L1/SDTC/WO/2020-21/02 11-02-2020 ಸ NES DLE 493191 


SUPPLY AND INSTALLATION OF L&T MNX 225 
POWER CONTACTOR IN OCC S&T UPS ROOM BMRCL/O&M/SIG L1/BYPT/WO/2020-21/03 Ee VIJU MECH SOLUTIONS 


Department: Operations 


Sl. No. Name of the Work Work Order No pate OU Work Name of Agency Works Order 
order Amount in ‘Rs.’ 


SCR and TOM chairs repair work- R3A and R3B O&M _SBill_2021_000330 24.02.2020 [MAM solutions 49,456.00 
SCR and TOM chairs repair work- R3 O&M _SBill_2021_ 000597 24.07.2020 [MAM solutions 50,007.00 


ರ SI TOM Sha IDA WOE RD RUSTED, NES SBI DOL O0IDIE 24.09.2020 [MAM solutions 336,967.00 


Department: Rolling Stock 


Work 
Sl. No. Name of the Work Work Order No. Dauot Work Name of Agency A order 
order Amount in “Rs.” 


Repair of Air Compressor Unit of train BMRCL/O&M/DCOS/BYPH/RS/0CC/19-19/322 
Knorr Bremse 


1 546/18-19 14.02.2019 498.500 
Date- 14.02.2019 OEM for HVAC 


Refilling of train fire extinguisher BMRCL/O&M/DCOS/BYPH/RS-L1/PO/517/18-19 
Date- 06.03.2019 06.03.2019 ACE Infinite solutions 


Repair of train HVAC units for RS Dept both depot [BMRCL/O&M/DCOS/BYPH/RS-L1/PO/546/18-19 Kno B 
Saloon- 12 Nos- Cab:- 06 Nos Date- 04.01.2019 04.01.2019 Se] 


OEM for HVAC 


E 
Repair of train Ai it BMRCL/O&M/DCOS/BYPH/RS/WO/19-20/984 
epair of train Air compressor uni 14102019 Knorr Bremse 498.500 
Date-14.10.2019 OEM for HVAC 
i in fi inguis BMRCL/O&M BYPH/RS/WO/19-20/984 
Refilling of train fire extinguisher CL/O&M/DCOS/ /RS/WO/19-20/98 14.10.2019 NS 93.126 
Date-14.10.2019 
Inspection & certification of Lifting tackles BMRCL/O&M/DCOS/BYPH/RS/PO/19-20/119 01.10.2019 Ses 45.017 
Date-01.10.2019 
Inspection & certification of EOT Cranes 19-20/432 08.04.2019 SE 25,075 


BMRCL/O&M/DCOS/BYPH/RS/WO/19-20/184/92 
4 Repair for Train BECU ( Brake electronics control Date-14.10.2019 14.10.2019 Knorr Bremse 
unit) cards ಕ; i OEM for HVAC 


Repair of train HVAC units for RS Dept both depot 
Saloon- 12 Nos- Cab:- 04 Nos 


Repair of train defective PIB (Passenger Information 
board) 
(75 No's) 


One time servicing for Pit jacks, Mobile jacks, Pit 
wheel lathe 


Repair of train defective PIB (Passenger Information 
board) (75 No's) 


no) 
Contactor 


I Supply and laying of LAN cable at BMRCL premises - 
9 locations 
Renewal of Avaz license for call center 


Supply and Installation of thermal scanner 


Supply and installation of 65inch UHD display with 
content management solution 

Supply and installation of stands for fixing of thermal 
scanner 

Supply and Installation of 8 Port switch at 5 stations of 
R4B section 

Integrated services of existing HP UX Operating 
System and Oracle Database with Phase 2 DB 


Removal of one number of concourse pids from sv 
road station and fixing at kempegowda station, 
including supply of fixtures. 


BMRCL/O&M/DCOS/BYPH/RS/PO/247/18-19 
Date- 17.01.2019 


BMRCL/O&M/DCOS/BYPH/RS/WO/19-20/825 
Date-27.08.2019 


BMRCL/O&M/DCOS/BYPH/RS/PO/19-20/0063/344 
Date: 16.10.2020 


BMRCL/O&M/DCOS/BYPH/RS/WO/20-21/101 
Date-12.10.2020 


11 Repair Contract of train HVAC leaky Heat exchangers |BMRCL/O&M/BYPH/RS/WO/20-21/156 19.12.2020 Knorr Bremse 429.720 
Condenser defective Coil Date- 19.12.2020 y OEM for HVAC ” 


BMRCL/O&MI/BYPH/RS/WO/20-21/004 
Date -04.12.2020 

BMRCL/O&MI/ BYPH/RS/WO/20-21/001 
Date- 09.09.2020 

BMRCL/O&MI/ BYPH/RS/WO/20-21/003 
Date:23/11/2020 


Work Order No. Dateof Wars Name of Agency 
order 


BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
WORKS-PHASE 1/097 
BMRCL/O&M/TELE&AFCI/Tele O&M WORKS- 
PHASE 1/122 
BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
WORKS-PHASE 1/112 
BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
WORKS-PHASE 1/141 
BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
ORKS-PHASE 1/142 


BMRCL/O&M/TELE&AFC/19/2017/AFC O&M 
WORKS-PHASE-1/146 


BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 


WORKS-PHASE 1/65 Page 2 of 79 


Knorr Bremse 
OEM for HVAC 


17.01.2019 


K 4,34,122 
27.08.2019 


4,86,750 


Vinayaka Electronics 


Renmakch 
Authorised Distributor 


16.10.2020 4,24,800 
12.10.2020 4,86,750 


Melco 

M02 OEM for Propulsion system 1,43,960 
Sacheron 

23-11-2020 Raj Enterprises (PRS Permacel) OEM 36,993 


Vinayaka Electronics 


Work order 
Amount in ‘Rs.’ 


BMRCL/O&M/TELE&AFC/14/2017/TELE O&M R 
WORKS-PHASE-1/139 17-12-2020 Ms Insight Netwoeks 299101.00 


28-12-2020 MIs 4SPL Technologies India Pvt Ltd 165200.00 
Date of Work 


06-07-2019 


Work order 
Amount in ‘Rs.’ 


MIs Insight Networks 


Installation of standalone speakers in metro station 
public washrooms. 


Repair/Servicing of TETRA system faulty modules 
Supply of 6 Core OFC Cable at Kempegowda station 


Two pair telephone cable laying work at 21 station 
locations and 5 RSS locations 


3 
4 
5 
Printing Telecom and AFC systems Preventive 
Maintenance Books(for the year 2020) 


Supply and installation of ECP stickers at BMRCL 
Linel and Line? stations 


Supply and installation of CCTV at M G Road and 
Cubbon park stations 

10 Supply and installation of Metal cage and paddle lock 
for existing speakers of Line 1 stations 

Supply and installation of CCTV camera at 
Baiyappanahalli Metro station in PF] rear end and 


ramp entry 


Supply and installation of PIDs connectivity at KGWA 
PF2 

Repositioning of BBRS ladder at 4 locations in R4 
section 


Supply and installation of CCTV camera between 
SPGD and RINR to cover the medians below the 
viaduct 


[ee ~~ 
[ON 


12 
3 


1 


FN 


Supply and installation of CCTV camera at 
Baiyappanahalli DCO stores 


Repair/Servicing of TETRA system faulty modules 
Supply and installation of MTS4 Base radio 
Repair/Servicing of TETRA system faulty modules 
Supply and installation of MTS4 Duplexer 

upply and installation of PIDs connectivity at KGWA 
PF2 
Yearly maintenance of TETRA BTS 
Supply and installation of TETRA Radio modules 
from M/s Motoro (OEM) 
Supply and installation of raceway at M G Road 
station(PF-1) 
Supply and installation of standalone 2 pair telephone 
cable at BMRCL premises 


16 
17 
18 
19 
20 
21 
22 
23 

4 


2 


BMRCL/O&M/TELE&AFC/14/2017/Tele O&M R 

WORKS-PHASE 1/01 09-09-2019 M/s SPN Enterprises 98129.00 

BMRCL/O&M/TELE&AFC/18/2017/REPAIR f y 

WORKS/647 03-10-2019 M/s Motorola Solutions India Pvt Ltd 74399.00 

BMRCL/O&M/TELE&AFC/14/2017/Tele O&M ; 

WORKS-PHASE 1/079 11-10-2019 MIs Insight Networks 50622.00 

No. BMRCL/O&M/CS0/2019/G-11<A>/01 30-11-2019 M/s SPN Enterprises 95698.00 

BMRCL/O&M/TELE&AFC/14/2017/Tele O&M F 

WORKS-PHASE 1/091 03-01-2020 M/s SL V Enterprises 42279.40 

BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 4 

WORKS-PHASE 1/089 03-01-2020 M/s SPN Enterprises 99710.00 
06-01-2020 M/s SPN Enterprises 496649.00 
11-02-2020 M/s SPN Enterprises 94648.00 


BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
15-02-2020 90524.00 


ORKS-PHASE 1/088 
BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
WORKS-PHASE 1/101 
M 
25-02-2020 M/s SPN Enterprises 83308.00 
07-03-2020 M/s SPN Enterprises 25960.00 


BMRCL/O&M/TELE&AFC/14/2017/Tele O& 
10-03-2020 94648.00 


ORKS-PHASE 1/100 


M/s SPN Enterprises 


BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
WORKS-PHASE 1/102 

BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
WORKS-PHASE 1/105 


BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 


WORKS-PHASE 1/107 M/s SPN Enterprises 


BMRCL/O&MI/TELE&AFC/14/2017/Tele O&M 
WORKS-PHASE 1/104 
BMRCL/O&M/TELE&AFC/18/2017/REPAIR 
WORKS/108 
BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
Works-Phasel 
BMRCL/O&M/TELE&AFC/18/2017/REPAIR 
WORKS/123 
BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
orks-Phasel/121 
BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
WORKS-PHASE 1/128 
BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
Works-Phasel/132 
BMRCL/O&M/TELE&AFC/14/2017/Tele O&M 
Works-Phasel/131 
BMRCL/O&M/TELE&AFC/19/2017/AFC O&M 


WORKS-PHASE 1/135 
Hoge do OSM 


BMRCL/O&M/TELE&AFC/1 
WORKS-PHASE 1/143 


Printing Telecom&AFC systems preventive BMRCL/O&M/TELE&AFC/14/2017/TELE O&M § 
maintenance books(for the 2021) WORKS-PHASE-1/149 A ai EC 


Department:CSW 


Name of the Work Work Order No. 


AMC for Drinking water fountains of Reach-1 and 
UG-2 stations (11 stations). 


Repairs, Alterations & Additions to Existing 
Aluminium partition, Doors, ACP etc & other allied 
works in Rl metro stations. 


No. BMRCL/O&M/CSW/R1/12/2015/SM 


Repairs/ Rehabilitation of cracked pedestals of Bearing 
No's 03 & 04 of Pier no.141, Reach-1 of linel NO BMRCL SMCS WELZ AGED 


Provision of stainless steel handrails at Indiranagar No.BMRCL/O&M/CSWI/2017/08/AVC-IDN/26 
metro station at footpath area (Entrance - A & C) 
Providing of cable trough cover at expansion joint of 
viaduct from Baiyappanahalli to M.G Road Metro 
Stations’ 


No. BMRCL/O&M/CS W/L1/29/2017/CW 


4259909.40 


Date of Work Nie FAG Work order 
order ene Amount in ‘Rs.’ 


No. BMRCL/O&M/CS W/L.1/03/2018/AMC-DW 01-02-2018 M/s Good Water 3,49,574.00 


01-08-2018 M/s. ALU FRAMES 1,63,905.00 
01-12-2018 M/s. BBR (India Pvt. Ltd) 1,53,400.00 
23/01/2018 MIs Sri Nandi Constructions 4,36,060.00 


27/01/2018 Mis. Technoweld 3,04,247.60 
31/01/2018 Mis. Technoweld 4,00,287.00 


VIN - Repair of leakage fire tank (UG Sump) No. BMRCL/O&M/FIRE/2017-18/11 31/01/2018 MIs. S S Constructions 3,84,895.00 


Provision of closing the Pigeon entry gaps at Reach-2 |No. BMRCL/O&M/BYPH/TR/75/CLOSING OF 
Metro Stations of Line-1 PIGEON ENTRIES/2017 


08.02.2018 MIs Technoweld 3,74,633.00 


Proposed Civil Works in IBL building at BYPT Depot |No. BMRCL/O&M/CSW/2017/05/WC-BYPT 08.02.2018 Mis Sri Nandi Constructions 2,41,094.00 


Proposed platform trackside wall weather proof 
painting (ASIAN MAKE: Apex) including borders at 
all Reach-2 (MIRD, HSLLI, VIN, AGPP, DINR & 
MYRD) stations of line-1 


Chainlink fencing work at BRCS metro station No. BMRCL/O&M/CSW/2017/16/WC-BRCS 
pa ge An Q 


No. BMRCL/O&M/CS W/2017/17/WC-MYRD 


Supply and fixing of Precast cover slab for cable 
Trough in stations limit of MIRD, HSLL, VIN, AGPP, |No. BMRCL/O&M/CS W/2017/17/WC-MIRD 
DINR & MYRD Metro Stations 


: M/S. MICRON TRINITY 
VSWA Station - Petty works No. BMRCL/O&M/CS W/2017/14/WC-VSWA 02.02.2018 ENGINEERING (INDIA) 3,93,834.00 


ರ partition wall’ cabin works at | 10. BMRCL/O&MICSW-R1/20/2014/CW 08.02.2018 |Mys Sri Nandi Constructions 4,61,941.00 


MIs. Profab India 4,57,228.00 


10.02.2018 


Providing & laying new lawn (Mexican Grass) in and M/S. MICRON TRINITY 

OUNdHaS post a BYPT. No. BMRCL/O&MI/CSW/L1/04/2018/ MW-BYPT 12.02.2018 ENGINEERING (INDIA) 4,80,097.00 
BYPT- Vitrified tile flooring work at IBL room No. . ; ; 

102. 103, 104, 105 & 106 No. BMRCL/0017/08&M/PNYD/RS/2017 12.02.2018 Mis. Sri Nandi Constructions 3,49,849.00 
RE SIRE SIE SL No. BMRCL/O&M/CSW/R1/2016/CP 14.02.2018 |My. Technoweld 4,04,038.00 
covers with M S Chequered plates at RBL. 

Chainlink fencing work at BYPH metro station No. BMRCL/O&M/CSW/2017/06/WC-BYPH (V-2) 19.02.2018 M/s. Humming Technologies 4,10,735.00 


Proposed platform trackside wall weather proof 
painting (ASIAN MAKE: Apex) including borders at |No. BMRCL/O&M/CSW/R1/2016/23/RFW 22.02.2018 Mis. C. Doreswamyraju 1,81,803.00 
all Reach-1 (HLRU, TTY & MAGR) stations of line-l 


VDSA Station - Petty works No. BMRCL/O&M/CS W/2017/13/WC-VDSA 22.02.2018 Mis. Sri Nandi Constructions 4,33,669.00 


4 | EESPOSEG CHbICeL WOHCIOE PLHCG dcEPIAUL LEE ENROL OE MICSW EOSIN 28.02.2018 [My/s. Humming Technologies 3,10,496.00 
floor Inspection Bay at BYPT - Depot 
Proposed platform trackside wall weather proof 

22 painting (ASIAN MAKE: Apex) including borders at |No. BMRCL/O&M/CSW/L1/29/2017/CW 28.02.2018 MIs. C. Doreswamyraju 2,35,048.00 
all Reach-1 (BYPH,SVRD & IDN) stations of line-1 

27 

28 

29 

30 


MAGR Station - Replacement of broken toughned 
glass with powder coated glazed aluminium partition |No. BMRCL/O&M/CSW/R1/19/2014/GLASS 03.03.2018 M/s ALU FRAMES 17,500.00 
with grill. 


Civil works at Baiyappanahalli Depot: Construction of 

new inspection chamber at Admin block, De-siling 10. BMRCL/OAMICSWI2017/06/WC-BYPH (V-2) 06.03.2018 |Mys. Kaveri constructions 1,09,187.00 
work in storm water drain near RSS building, 

Baiyappanahalli Depot - Reg 


Providing photo frames and replacement of existing 
warped/ damaged rest room door shutters with UPVC |No. BMRCL/O&M/CS W/L1/ /2016/CBPK-RW 09.03.2018 MIs. Sri Nandi Constructions 4,08,520.00 
door shutters at UG-2 stations 
26 [Providing tactile flooring for vision impaired persons |, BMRCL/O&MICSW/UG-2/47/2017/WC 09.03.2018  |Mys. Sri Nandi Constructions 3,23,884.00 
at UG-2 stations 
Providing louvers to UG2 Station No. BMRCL/O&M/CSW/UG-2/07/2017/WM 09.03.2018 MIs. Profab India 88,200.00 


UG- 2 Petty/ Repair works No. BMRCL/O&M/CSW/UG-2/2016/RW 21.03.2018 M/s. PSR Structures 3,79,264.00 


WN Plain cement concrete work at KGWA Metro Station No. BMRCL/O&M/CSW/UG/10A/2017/KGWA 21.03.2018 3,16,616.00 
KN Strengthening of SS handrails at KGWA Metro station |No. BMRCL/O&M/CSW/L-1/ MOOT KGWA 21.03.2018 Mis. Technoweld 4,33,037.00 


Providing chequered plate over expansion gaps of 

viaduct walkway RCC slab at buffer end of MYRD No. BMRCL/O&M/CSW/2017/22/WC-MYRD 26.03.2018 MIs. Technoweld 94,405.00 
station 

BYPT-Painting work at Admin block ED/ O&M Room 

and Training Institute at CGM Room and passage area |No. BMRCL/TRG/22/P.WAY & CSW/2012 26.03.2018 M/s. Humming Technolohies 30,875.00 
Reg 


Providing Tactile flooring for vision impaired persons ; ; F 

at IDN. TTY & MAGR stations No. BMRCL/O&M/CS W/2017/10/WC-TTY 26.03.2018 M/s. Sri Nandi Constructions 3,01,563.00 
False ceiling work at Ist floor Inspection bay office, | {0. BMRCLIO&MICSW/L1/01/2018/WB-IBL 27.03.2018  |Mys. Sri Nandi Constructions 3,95,146.00 
Baiyappanahalli Depot 


Providing Chain link fencing at HERU station ned BMRELIOSMICSWI2OITOSWCHLRU 31.03.2018 |My Trident Constructions Solutions 3,76,455.00 
Subramanya Temple and Ganapathy temple 


Suentiening of sracked pedeslal oibeaing no, OEE SB MRELOENMCS WIA OTCEE 04.04.2018 [M/s Poornachandra Constructins 1,53,400.00 
Pier No.23, Reach-1 of Line-!' 

BYPT- IBL Building for line 1, 2 & 3 Inspection pit 

cutting of concrete projection to widen the pit and side |No. BMRCL/0017/0&M/PNYD/RS/2017 12.04.2018 M/s SMD Enterprises 4,83,840.00 
finishing work. 


ಗ & Supply of new RCC cable trough covers at |, BMRCL/O&M/CSW/28/2012/CDBTC 13.04.2018 |My. Technoweld 3,43.728.00 


SE epoxy flooring Room no. 107 & 108 |, BMRCL/0017/O8&M/PNYD/RS/2017 17.04.2018 |[M5s.S S Constuction 1,14,760.00 
Providing cable tough REG Cover'slabs a DINK and BNMRELOSMICSWED IT SUWEDINE 17.04.2018 |[Mis. Technoweld 1,70,614.00 
MYRD Metro Stations 

Providing tactile flooring for vision impaired persons f 2 f 

at BYPH, SVRD and HLRU stations. No. BMRCL/O&M/CSW/2017/09/WC-HLRU(P-2) 24.04.2018 Ms. Sri Nandi Constructions 3,97,802.00 
Clean versal subs andGes Bitti at No. BMRCL/O&M/CSWI/L1/11/2017/ACB-DCO 24.04.2018 |Mys Trident Constructions Solutions 1,51,634.00 
Baiyappanahalli Station premises 


BYPT-IBL Internal wall painting work at ground floor ; ) . 
Room No. 102. 103. 104, 105,106,107 & 108 No. BMRCL/O&MI/BYPT/RS/2017/03/RCW 04.05.2018 MIs. Sri Nandi Constructions 94,037.00 
Providing louvers to VSWA Station No. BMRCL/O&M/CSW/UG-2/07/2017/WM 04.05.2018 Ms. Profab India 94,080.00 


Providing modification to existing rolling shutter f R ; 

operating system at CBPK, VDSA & VSWA stations No. BMRCL/O&M/CSW/2017/14WC-VSWA 04.05.2018 MIs. Chothi Engineering Works 10,560.00 
Desludging of sewage tanks and provision of SS weld 

messh around existing submersible pump at CBPXK, No. BMRCL/O&M/CSW/2017/12/WC-CBPK 04.05.2018 M/s Nagalakshmi Electricals 4,98,675.00 
VDSA, VSWA & BRCS 
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39 [Proposed painting of walls opposite to platforms at [ 10, BMRCL/O&MICSWI2017/13/WC-VDSA 13.04.2018 [Mys. Vivid Colors 4,85.511.00 
CBPK & VDSA 


Provision of Aluminium louvers door for Escalator 
panel and Aluminium grill for windows at MAGR 
metro station 

BYPT- Supply & installation of Swach Bharat Sign 
Providing & fixing barbed wire along with spiral 
fencing work bove existing compound wall at staff 
Quarters O&M/ BMRCL at BYPT 


Casting & supply of new RCC cable Tough co¥ers aU BMRETIOSMICSWILIIOPOTREM 05.05.2018 |Ms. Technoweld 3,43,728.00 
MAGR Metro Stations. 

Providing & Laying of Mexican Grass mats in front |, BMRCL/O8M/CSW/2017/05/WC-BYPT 05.05.2018 

of admin block. 


08.05.2018 


54 [Providing Acid and Alkali resistance floor tiles for [{0, BMRCL/OAMICSW/R1/06/2016/PWL-BYPT 10.05.2018 |MIs. Sri Nandi Constructions 1,43,559.00 
battery room at RBL. 
Dismantling of chain link fencing and refixing work at 
55 test track and spare track existing chain link for gate 
modification work. 


Provision of Curatin arrangement to Dias of 
Auditorium & allied works at training institute and 
providing Incumbent board in ED's chamber at Admin 


Replacement of Cracked/ Broken Acrylic roof sheet 
with new Acrylic sheet and repairs to galvolume sheet 
roofing and other allied works @ MAGR, TTY & IDN 
stations. 


Providing & fixing of Monsoon blinds at KGWA 
metro station. 


Proposed QRT room kitchen shed at CBPK station 
and Handrails cutting, removing and refixing work at 
MAGR station 


Proposed work for pigeon control, Up and Down line 
of platform area at Magadi road metro station. 


Core cutting work on viaduct near Omega joint, to 
avoid water stagnation on viaduct deck slab at Reach-1 
(Line-1) section. 


Preventing rainwater stagnation over viaduct at R2 
section. 


No. BMRCL/O&M/CSW/R1/12/2015/SM 


No. BMRCL/O&M/CSW/R1/20/2014/CW 


No. BMRCL/O&M/CSW/R1/25/2014/BSQM (V2) 


No. BMRCL/0301/TR1/2017 


No. BMRCL/0074/RS/2018 


No. BMRCL/O&M/CSW/R1/19/2014/GLASS 


No. BMRCL/O&M/CSW/2017/15/WC-KGWA 


No. BMRCL/O&M/CS W/L.1/2016/CBPK-RW 


No. BMRCL/O&M/BYPH/TR/75/CLOSING OF 
PIGEON ENTRIES/2017 


No. BMRCL/O&M/CS W/L1/21/2018/CCW 


No. BMRCL/O&M/CSWI/RI & R2/2015/V WS 
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04.05.2018 Ms. Alu Frames 1,48,931.00 


05.05.2018 Mis. MM Digital Sign 2,37,308.00 


05.05.2018 


10.05.2018 
16.05.2018 


16.05.2018 


17.05.2018 Mis. Sri Jinendra Industrial Products 4,44,176.00 
Civil works regarding rectification and up-gradation at |, BMRCL/O8M/ICSW/2017/07/WC-SVRD(P-2) 18.05.2018 |Mys Trident Constructions Solutions 357,339.00 
BYPH, SVRD and HLRU metro stations. i § £ " is is _ 


18.05.2018 
19.05.2018 


Mis. Sri Nandi Constructions 


M/S. MICRON TRINITY 
ENGINEERING (INDIA) 


Mis. Sri Nandi Constructions 


Mis. Sri Nandi Constructions 


M/s Choti Engineering Works 


16.05.2018 Ms. Profab India 4,03,760.00 


Mis. Sri Nandi Constructions 


Mis. Arc industries 


MIs Poornachandra Constructins 


3,58,512.00 


4,98,960.00 
66,584.00 


31,360.00 
3,10,100.00 


1,32,487.00 


> 
» 


3,17,632.00 
1,65,312.00 


Providing and fixing of acrylic sheet with SS frame at 
BYPH station near ticket office, OMR side. 


Proposed arrangements for arresting rainwater 
splashing by providing Acrylic sheet with M.S. frame 
at reach-1 of Line-1 

Supplying and installation of sprinkler system for lawn 
area opposite to Admin block and adjacent time cum 
security office. 


No. BMRCL/O&M/CS W/RL1/20/2018/MWRlI 


No. BMRCL/O&M/CS W/L1/22/2018/RWSW 


No. BMRCL/O&M/CS W/24/2012/LSMW (Vol-2) 


HE height of $ S Handrail at KGWA metro |. BMRCL/O&MICSW/2017/15/WC-KGWA 


Proposed platform track side wall weather proof 
painting (ASIAN MAKE: APEX) Including border at 
UG-2 (CBPK, VDSA & VSWA stations)" 


BYPT- Treatment for leakages from roof at RBL 
building Ist floor Electronics lab. 

Lifting of cables from cable duct at ground level to be 
altered to the MS frame with tray arrangement at 
BYPH gallery. 


Providing of steel catwalk at Road -3, Spare track near 
IBL and other works 


Water proofing work to arrest leakage at concourse 
level from track level at SVRD station. 


No. BMRCL/O&M/CSW/L1/18/2018/CW-UG-2 


No. BMRCL/O&M/CS W/UG-2/07/2017/WM 


No. BMRCL/O&M/CS W/BYPT/2016/38/CWB 


No. BMRCL/O&M/CS W/2017/06/WC-BYPH(V-2) 


No. BMRCL/O&M/CSW/R1/08/2016/CP 


24.05.2018 
26.05.2018 
28.05.2018 


04.06.2018 


Ms. Arc industries 


MIs. Profab India 


Mis Suresh Enterprises 


Mis. Profab India 


3,90,889.00 
4,49,063.00 
97,440.00 


4,57,589.00 


M/S. MICRON TRINITY 
04.06.2018 ENGINEERING (INDIA) 4,93,958.00 


04.06.2018 M/s WATER PROOFING SOLUTIONS 3,06,711.00 


08.06.2018 


Mis Trident Constructions Solutions 


4,30,400.00 


08.06.2018 Mis Choti Engineering Works 1,58,651.00 


30.05.2018 Mis. Technoweld 65,356.00 


Proposed work for pigeon control by applying bird 0. BMRCL/O&MICSWIL-1/2016/26/PCWOP-2) 16.06.2018 [MSs Sri Jinendra Industrial Products 495,250.00 
repellent gel at SVRD metro station. 

Providing and fixing of wooden storage SCD (Traction No. BMRCL/O&M/ICSW/UG-2/47/2017/NC 
Dept) at Platform level. 


Construction of rain water harvesting at ground level 


0 at MYRD station location of Line-l 


No. BMRCL/O&M/CS W/2017/22/WC-MYRD 


18.06.2018 Mis. Sri Nandi Constructions 2,05,838.00 
22.06.2018 Mis. Sri Sai Ram constructions 4,61,440.00 
25.06.2018 Mis. Sri Nandi Constructions 2,63,048.00 


AGEP- Froyding water pooling Treatment 10 existing | BNRCLIOSMICSWIOOITILIDGIDOISIETT 26062018” ‘Mis Zeccdu eltatch Solutions 2,93,595.00 
leaky expansion joint at track level 


Providing tactile flooring op vision impaired persons No. BMRCL/O&M/CSW/2017/15/WC-KGWA 
at UG-2 and R2 Metro stations 


Fabrication and erection of weld mesh in front of 
existing louvers at VSWA & CBPK stations 

76 

77 

78 

79 


Proposed water proofing works at HLRU metro station |No. BMRCL/O&M/CS W/L1/03/2017/R&M 


Proposed work for replacing of damaged 
polycarbonate sheet at roof level to avoid rain water 
splashing at HLRU metro station. 


Proposed painting of walls opposite to platforms at 
Wy VSWA & BRCS stations No. BMRCL/O&M/CSW/2017/14WC-VSWA 


No. BMRCL/O&MI/CS W/2017/09/WC-HLRU (P-3) 
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07.07.2018 MIs Vivid Colors 4,712,681.00 
07.07.2018 M/s Global Green Enterprises 4,96,854.00 


07.07.2018 


No. BMRCL/O&M/CS W/2017/07/WC-SVRD-90 14.06.2018 MIs Poornachandra Constructins 3,88,205.00 


M/s . Maap civil Solutions 


4,710,333.00 


81 [Providing Aluminium three track glazed window at |, BMRCLJO&MICSW/2017/19/WC-VIN 07.07.2018 [Ms Sri Nandi constructions 4,59,565.00 
VIN & AGPP Metro station. 
BYPT - Providing and applying of water proof epoxy 
82 grout for granite tile cladding at Administrative No. BMRCL/O&M/CS W/2013/WP 09.07.2018 M/s WATER PROOFING SOLUTIONS 75,522.00 
building. 
Civil Aluminium composite panel works regarding 
83 rectificaton and upgradation at SVRD and BYPH No. BMRCL/O&M/CS W/2017/09/WC-HLRU 12.07.2018 Mis. Trident Constructions Solutions 4,714,857.00 
Metro stations reg. 
UG-2 Stations - Proposed pipeline work for seepage 
84 water flow at concourse level at VDSA and CBPK No. BMRCL/O&M/CS W/2017/13/WC-VDSA 12.07.2018 MIs Sri Nandi constructions 4,91,792.00 
station" 
5 [Providing & fixing of MS grillf Stainless steel railing | 1, BMRCLJO&MICSW/2017/21/WC-DINR 14.07.2018 |MyJs. Metalaghori 491,337.00 
work at DINR Metro station. 
|6| Strenthening of SS handrails at KGWA Metro station |No. BMRCL/O&M/CSW/L1/10/2017/RW-KGWA 17.07.2018 Mis. Technoweld 1,68,403.00 
Provision of M.S. grills (Square/ Rectangle) at road 
87 level in front of Metro station enriies of Reach-2 No. BMRCL/O&M/CSW/2017-18/11 18.07.2018 Mis. Technoweld 4,30,340.00 
Stations (Line-1) 
BYPT-Providing fabricating and fixing of Aluminium 
88 partitions and work station for room No. 203 & 204 at |No. BMRCL/O&M/BYPT/RS/2017/03/RCW 18.07.2018 MIs Sri Nandi constructions 3,02,507.00 
IBL. 
Repets to ay REC SD pean cable Hy sass No. BMRCL/O&MI/CS W/2017/20/WC-AGPP 18.07.2018 |Mys. Zeecon Infratech Solutions 55,603.00 
clamps at track level at AGPP Metro station of Reach-2 
| 90 | ರ Rectification to parapet wall on PF no. |, BMRCLIOAMICSW/2017/1 1/WC-MAGR 19.07.2018 |My. GR Infrastructures 415,010.00 
3 
| 


0.B h f 
Rain water harvesting work at SVRD metro station. No. BMRCL/O&M/CS W/L1/20/2018/MWRlI 19.07.2018 Ms Sri Nandi constructions 4,61,440.00 
Rain water harvesting work at BYPH metro station. No. BMRCL/O&M/CSW/L1/24/2018/RWH-RI 19.07.2018 MIs Sri Nandi constructions 4,61,440.00 


Providing and fixing of security grill gates and security 

orill for RWP @ KGWA -reg. No. BMRCL/O&M/CSW/UG/10A/2017/KGWA 23.07.2018 MIs. Technoweld 2,46,288.00 
Removing and fixing of Laminated toughened glasses |No. BMRCL/O&M/CSW/L1/2017/15/WC-KGWA 23.07.2018 Mis. Profab India 1.60.839.00 
at KGWA station. (V2) 


Proposed arrangements for arresting rainwater 

splashing by providing Acrylic sheet with M.S. frame |No. BMRCL/O&M/CSW/L1/22/2018/RWSW 28.07.2018 MIs. Profab India 3,16,932.00 
at SVRD and HLRU stations of line-1 

ವ upply & installation of vinyl sticker at TOM | 10 BMRCL/O&MICSWIL1/28/2018/SB 28.07.2018 |My’. MM Digital Sign 37,800.00 
gy: ED TA SRIOL SEES ORIOL ALTE No. BMRCL/O&MI/CSW-R1/20/2014/CW 28.07.2018 |Mys. Water Proofing Solutions 2,83,404.00 
building Ist floor room no. 206 
.B 


MAGR provision oF ACP oladdins/ JOppiMg:oveL No. BMRCL/O&M/CSW/2017/1 1/WC-MAGR (P-2) 30.07.2018  |M5s. GR Infrastructures 415,626.00 
parapet wall on PF no. 1 BYPH end. Page 9 of 79 


| 99 [Providing & supplying of ballot boxes. No. BMRCL/O&M/CSW/2017/0S/WC-BYPT 01.08.2018 [Ms Sri Nandi constructions 31,360.00 


101 


1 


Replacement of Dilapidated doors of rest rooms with 
new WPC doors and other allied works at MAGR, 
TTY, IDN, stations. 


Providing Chequered plate for gap between viaduct 
expansion joint on walkway slab at MYRD -MIRD/ 
BRCS ramp of Reach-2 of Line-1 


No. BMRCL/O&M/CS W/2017/1 1/WC-MAGR (P-2) 


No. BMRCL/O&M/CSW/R2/2015 


02.08.2018 Mis. Girish MC, BE 3,70,507.00 


02.08.2018 Ms Technoweld 4,39,992.00 


jo at staff quarters flat Tower Ist, 6th, 7th | 0. BMRCL/O&MICSW/L1/34/2018/CW-SQ 03.08.2018  |MJs.S.MD Enterprises 2,93,756.00 
ಗ of Acoustic room and aluminium | 10, BMRCL/O&MICSW/L1/04/2018/MW-BYPT 08.08.2018 [My/s. Humming Technologies 478,384.00 


Waler pig ng Work of EXpaDEIOD Jobb ACEP No. BMRCL/O&M/CS W/L1/33/2018/WP-AGPP 08.08.2018 |[Mys. Zeecon Infratech Solutions 
platform track level at Rech-2 
Water proofing work of Expansion joint at MYRD | 0, BMRCLIOAMICSW/L1/32/2018/WP-MYRD 08.08.2018 [Mys. Zeecon Infratech Solutions 
platform track level at Rech-2 
No. BMRCL/O&M/CS W/L1/35/2018/RWH-DINR 08.08.2018 Mis. Sri Sairam constructions 
No. BMRCL/O&MI/CS W/28/2012/CDBTC 08.08.2018 [Ms Technoweld 


Rain water Harvesting work - RWH - DINR 


Supply of cable troughs & covers for traction cables at 
IDN & MAGR stations crossover 


Providing and fixing wood plastic composite (WPC) 
toilet doors at BYPH, SVRD and HLRU metro stations 
Reg. 

Proposed platform trackside wall weather proof 
painting (ASIAN- MAKE: Apex) including boarder at 
UG-2 KGWA and BRCS 


Proposed additional roof sheet and rectification of roof 
at CBPK "A", "B" & "C" (Entry/ Exit location) 


UG-2 Stations - Proposed pipeline work for seepage 
water flow at concourse level at VSWA and CBPK 
station" 


Provision of canopy SS handrail and allied works at R P 

IDN. TTY. MAGR metro stations No. BMRCL/O&M/CSW/2017/11/WC-TTY/106 14.08.2018 M/s Choti Engineering Works 
Providing false ceiling for KSISF & Security room at . § F 
UG? station (VDSA & VSWA station) No. BMRCL/O&M/CSW/L1/18/2018/CW-UG-2 20.08.2018 MIs. Sri Nandi constructions 
ಗ periodical painting works at training | 10, BMRCL/TRG/22/P.WAY & CSW/2012 20.08.2018  |Mys. Sri Nandi constructions 


Proposed textured painting of walls in lieu of existing 
fragile granite cladding at 'D" Entrance & Fresh air 
shaft. 


No. BMRCL/O&M/CS W/L.1/29/2018/DW 


No. BMRCL/O&M/CS W/2017/16/WC-BRCS/20 


No. BMRCL/O&M/CS W/L1/2016/CBPK-RW 


No. BMRCL/O&M/CS W/2017/12/WC-CBPK 


No. BMRCL/O&M/CS W/L1/07/2018/VSWA-DGC 


BYPT- IBL Inspection pit RCC wall buffing work & 
projected reinforcement cutting work. Ne, BME CHOSM CSE BLS 18 Bol BL 


4,42,835.00 
4,42,835.00 
4,89,664.00 


1,96,560.00 


4,79,123.00 


09.08.2018 MIs. Doraswamyraju 
11.08.2018 Mis. V.K. Enterprises 

M/S. MICRON TRINITY 
1108201 ENGINEERING (INDIA) 
14.08.2018 MIs. Sri Nandi constructions 


3,80,864.00 


4,40,215.00 


4,96,196.00 


4,37,110.00 


2,42,978.00 


2,36,387.00 


4,90,819.00 


21.08.2018 MIs. Benja Constrction 


25.08.2018 MIs. S.M.D Enterprises 1,83,859.00 


Proposed walkway handrail painting work on 
viaductfrom BYPH station to SVRD stations. 


BE 


118 
19 


1 


Proposed repainting works at BYPH station 


Blockage removing and modification of pipe line of 


120 y } . 
east side sewage ejector room at BRCS stations. 


Construction of rain water harvesting at Ground level 
at MYRD station Location of Line-1 

Construction of rain water harvesting at ground level 
at AGPP station 


121 


No. BMRCL/O&M/CS W/L1/48/2017/DP 


No. BMRCL/O&M/CS W/2017/06/WC-BYPH (V2) 
P2 


No. BMRCL/O&M/2017/16/WC-BRCS (P-2) 


27.08.2018 Mis. S. R. Giriraju 3,23,420.96 


Petty Works at Baiyapanahalli Metro Station. No. BMRCL/O&M/CSW/L1/11/2017/ACB-DCO 27.08.2018 Mis. Trident Constructions Solutions 3,82,838.00 


27.08.2018 Mis. Sri Nandi constructions 2,66,229.00 


29.08.2018 


Mis. Kaveri constructions 


45,360.00 


No. BMRCL/O&M/CSW/2017/22/WC-MYRD 30.08.2018 |MJs. KALPA VRIKSHA ENTERPRISES 4,59,200.00 

No. BMRCL/O&M/CSW/L1/41/2018/RWH-AGPP 30.08.2018 |MJs. KALPA VRIKSHA ENTERPRISES 4,59,200.00 
Canopy work atartest ralnwater entry Into. DGtoom at. | BMRCLIORMICSWIOITIBIWC HSL 31.08.2018  |Mys. Raya vira 4,71,786.00 
Reach-2 station Reg 


iG o£ work staton'dtrevenuscellan: - BNMRCLOSMICSW OLSEN 01.09.2018 |Mis. Sri Nandi constructions 1,05,380.00 


[ON 
[) 
[7 


123 

124 
BYPT-Vitrified tile flooring work for class room no. 

125 ARGS 

05, 06 and pantry room at Training institute. 

BYPT- Supply, Installation, Testing and 


126 Commissioning of RO plant (Resverse osmosis) of 500 
Iph purified water capacity with storage" 


127 
128 
29 


1 


Arresting of pigeon entries from outside to the 
platform level of Magadi Road and Vijayanagar Metro 
stations. 


Manufacturing and supply of new RCC cable trough 
covers at R2 Metro stations 

Staff quarters - AMC for seage treatment plant 100 
KLD capacity 


Line 1 Stations - Supply and Insallation of "Swach 
Bhartah" Signage boards 

BYPT-Treatment of leakage from roof at ETU 
Building Ist floor 


131 
32 


1 


133 


134 
135 
36 


1 


Settled footpath flooring rectification work at KGWA 
sattion 


No. BMRCL/O&M/CSW/R1/2015/RO-BYPT 


No.BMRCL/O&M/CSW/L1/40/2018/PCW-R2 


No.BMRCL/O&M/CSW/2017/17/WC-MIRD 


No.BMRCL/O&M/CSW/L1/12/2017/AMC STP -SQ 
(BYPH) 


No.BMRCL/O&M/CSW/L1/28/2018/SB 


No.BMRCL/O&M/CSW/L1/2017/15/WC-KGWA 
Station Page 11 of 79 


04.09.2018 


05.09.2018 


M/s Aquashine Technologies 


MIs. Jinendra Industrial Products 


12.09.2018 MIs Technoweld 
12.09.2018 Mss. M.M. DIGITAL SIGN 83,104.00 


No.BMRCL/0301/TR1/2017/44 01.09.2018 M/s. VARISTH INFRASTRUCTURE 1,58,193.00 


3,41,600.00 


ರ Was Ie SLSR NONE 4 No.BMRCL/O&M/CSW/UG/10A/2017/KGWA 05.09.2018 |MJs. WATER PROOFING SOLUTIONS 28,000.00 

Providing and fixing alurminumlouvers doors &doot | pVRCLIORMICSWIUGHOAISOITIKGWA 05.09.2018 |[Mys. Profab India 
Acrylic sheet at KGWA station. 
0.B 


Rain water harvesting work at HLRU metro station No.BMRCL/O&M/CSW/2017/09/WC-HLRU (P-2) 05.09.2018 


90,145.00 


4,61,440.00 


4,78,234.00 


4,96,608.00 


3,76,320.00 


ge No.BMRCL/O&M/CSWI/L1/04/2018 MW-BYPT 12.09.2018 |[Mis. WATER PROOFING SOLUTIONS 3,90,656.00 
BYE TProvidme of workstation 4 1BL ground Hor. Ue BNRELOSNUICSWBYETROLEBSICWE 12.09.2018 Ms. VARISTH INFRASTRUCTURE 4,62,370.00 
Room no 102,105&106 


15.09.2018 MIs. VARISTH INFRASTRUCTURE 2,00,000.00 


137 Whe qb Monsoon Inds KGW No.BMRCL/O4&M/CSW/L1/2017/15/WC-KGWA 15.09.2018 |Mys. Profab India 4.03.760.00 


Replacement of old cooroded MS pipe 100mm dia 
with new 100mm dia DI pipe (BWSSB water supply 
main pipe) at MAGR, stations. 


139 
40 


1 


Providing water proofing treatment to existing leaking 
slab and wall at track level at AGPP and MYRD 
stations. 


Proposed work for G.I roof sheet extension at E- 
entrance /West side, SVRD metro station 
Proposed water proofing and other Civil works 


regarding rectification and up-gradation at BYPH, 
SVRD and HLRU Metro stations 

Proposed arrangements for arresting rain water 
splashing by providing Acrylic sheet! 6mm thick glass 
fixing on aluminium flat with M S frame at MAGR 
station of Line-1 


141 


5 


Proposed walkway handrail painting work on viaduct 
from TTY station to mAGR stations. 

Proposed walkway handrail painting work on viaduct 
from HLRU station to TTY station 

BYPT - Treatment for leakage from roof a IBL 
building conference room & Entrance area 


ER 
FN 


EK 
FR 
[ey (0 


147 


BYPT - Supply and installation of rest room cubicle 


148 f k f 
and common area signages for line-1 stations 


BYPT - Wall Painting and wall paper fixing works at 
OCC building 3rd an 4th floor 


FN 
\O 


150 BYPT - Security cabin for Guards 


151 BYPT - Providing and fixing of MS Doors at IBL 


Proposed work of Rain water harvesting at Ground 
level for VIN Metro station of Line-1 

Proposed walkway handrail painting work on viaduct 
from SVRD station to IDN stations. 

Walkway handrail painting work on viaduct from 
station to HLRU stations - Reg. 

Providing Aluminium three track glazed window at 
MYRD and HSLI Metro station. 


152 


153 


EK 
x 


155 


No.BMRCL/O&M/CSW/2017/11/WC-MAGR 


No.BMRCL/O&M/CSW/L1/28/2018/EJT 


No.BMRCL/O&M/CSW/L1/03/2017/R&M 


No.BMRCL/O&M/CSW/2017/09/WC-HLRU 


No.BMRCL/O&M/CSW/L1/44/2018/RW-MAGR/15 


No.BMRCL/O&M/CSW/L1/2016/23/RFW/129 


No.BMRCL/O&M/CSW/2017/08/WC-IDN/46 


No.BMRCL/O&M/CSW/L1/12/2016/WPW/107 


No.BMRCL/O&M/28/OPR/2018 


No.BMRCL/O&M/CSW-R1/20/2014/CW 


No.BMRCL/O&M/CSO/S&F/2018 


No.BMRCL/O&M/CSW/2017/19/WC-VIN 


No.BMRCL/O&M/CSW/L1/36/2018/PV 


No. BMRCL/O&M/CS W/2017/09/WC-HLRU(P-3)- 
43 


No.BMRCL/O&M/CSW/R2/2015/R2 Works/115 


18.09.2018 


PPO SNOUT OL SELES OpoUnG Wal No.BMRCL/O&MICSW/10-PD 20.09.2018 |Mys. M.C. Nagendra, DCE 4,90,405.00 
adjacent to Bangalore santhe near P-20 to P-22 


22.09.2018 


24.09.2018 


24.09.2018 
26.09.2018 


29.09.2018 


01.10.2018 
03.10.2018 
03.10.2018 


03.10.2018 


MIs. Annaya Construction (BWSSB 
Contractor) 


2,07,302.00 


Fe ot. Seepage collection tank at KGWA Melo. | BMRCLIOSMICEWILLSOWZOISKGWAWC 19.09.2018 33,600.00 


Mis. Zeecon Infratech Solutions 


2,01,600.00 


Mis. VARISTH INFRASTRUCTURE 4,30,884.00 


4,715,806.00 
4,93,979.00 


M/s. Maap Civil Solutions 


M/s. ALPHA BUILTECH 


MIs. Engineering & Design Concepts 92,445.00 


No.BMRCL/O&M/BYPT/RS/2017/03/RCW/150 01.10.2018 MI/s.VARISTH INFRASTRUCTURE 1,28,237.00 


156 [Construction of Rain water harvesting (RWH) pit at | o.BMRCL/O&MICSW/2017/22/C-MYRD 03.10.2018 |My/s. ATMA Constructions 4,59,200.00 
MIRD metro station of Line-1 


Proposed arrangements for arresting rain water 
splashing by providing Acrylic sheet/ 6mm thick glass 
fixing on aluminium flat with MS frame at IDN 
&TTY Stations) 


Proposed painting of Entry Exit side walls at VDSA 
and VSWA station 


Providing and fixing new laminating sheets to false 
flooring at Reach-1 metro stations reg 


Proposed separation of false ceiling support and 
rolling shutter cover at VDSA & VSWA Entry Exit 
rolling shutter location. 


Work for GI roof sheet extension at C-Entrance/ East 
side, SVRD metro station 


Civil works regarding rectification and upgradation at 
RSS, BYPH 


Civil works regarding rectification and upgradation at 
BYPH, SVRD, HLRU Metro stations. 


Provision of additional semi-glazed decorative Teak 
wood door shutter at Admin block ED's chamber. 


Manufacturing and supply of new RCC cable trough 
covers at VIN & HSLI Metro stations 

Supply of cable troughs & covers for traction cables at 
IDN & MAGR stations crossover 

Opening of Escalators pit -02 no's at Baiyappanahalli 
metro station 

Proposed platform track side wall dressing and plaster 
work at CBPK station. 


No.BMRCL/O&M/CSW/L1/45/2018/RWS-IDN/14 


No.BMRCL/O&M/CSW/UG-2/47/2017/WC/97 


No.BMRCL/O&M/CSW/L1/31/2018/FW/17 


No.BMRCL/O&M/CSW/UG-2/07/2017/WM/141 


No. BMRCL/O&M/CS W/2017/07/WC-SVRD (P- 
3/39 


No. BMRCL/O&M/CS W/L1/20/2018/ MWR1/108 


No. BMRCL/O&M/CS W/06/2012/AMW/72 


No. BMRCL/O&M/CS W/L1/29/20 CWO 


17 
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Rain water harvesting at MAGR Station No.BMRCL/O&M/CSW/R1/12/2015/SM/137 03.10.2018 MIs. Kaveri Constructions 2,30,720.00 


03.10.2018 Mis. ALU FRAMES 4,87,922.00 


04.10.2018 Mis. Vivid Colors 4,94,685.00 


04.10.2018 
06.10.2018 


15.10.2018 
15.10.2018 


Mss. M. N. Enterprises 


M/S. MICRON TRINITY 
ENGINEERING (INDIA) 


09.10.2018 Mis. VARISTH INFRASTRUCTURE 4,45,971.00 


Mis. Maap Civil Solutions 


MIs. Chaithanya Builders 


4,71,538.00 


2,50,880.00 


Extension of line for easy movement of EBT at East | 1, BMRCLIORMICSWIL1ATNOISICTW-BYPT 10.10.2018 |Mys. Synergic Engineers 4,03,750.00 

side of RBL Line 

Provision of safety life line wire rope system at IBL 

Bay No. BMRCL/O&M/CSW/2017/05/WC-BYPT/188 12.10.2018 M/s. SAMEEKSHA ENTERPRISES 488,111.00 

Proposed water tank stand at VDSA chiller plant an R k . 

siremral ladder at VS WA west sile ECS plant No. BMRCL/O&M/CSW/UG-2/2016/RW/302 13.10.2018 MIs. Engineering & Design Concepts 1,80,992.00 

BYPT - Supply and installation of Name boards at 

SBL. RRV & AWP No. BMRCL/O&M/CSW/2014/PSR-1/ 13.10.2018 Mis. M.M. DIGITAL SIGN 1,67,798.00 

ಸ alteration/addition to exsting ramp at JBL | 10, BMRCL/00I7/O&MIPNYDIRS/2017/ 13.10.2018  |Mys. Suresh enterprises 3,15,853.00 
No. BMRCL/O&M/CSW/L1/22/2018/RSS-S WD/240 15.10.2018 MIs. Buildtech Engineering Constructions 4,00,849.00 


4,95,257.00 
58,800.00 


0.B } 


22.10.2018 MIs. C. Doreswamyraju 1,12,970.00 


Supply, fabrication and fixing in position MS fixed 
glazing to prevent rain water at BYPT staff quarters 
Tower-2 lift entry area. 


716. [PSO ACYLGSDEGL WOES NDIA baby Bale No. BMRCL/O&M/CSW/2017/13/WC-VDSA/181 
(behind the louvers) 


Provision of 10mm toughned staircase handrail glass 
wherever missing at different location in IDN, TTY & 
MAGR stations. 


178 [MS handrailing with gate arrangement at MG Road [10 BMRCL/OAMICSW/L1/46/2018/CW-MAGR/18 
Metro sation entry ground level. 

170 [Proposed walkway handrail painting work on viaduct | 10 BMRCL/O&MICSWI2017/09/WC-HLRUP-3)/43 
from IDN station to HLRU station. 

180 Proposed water proofing works at BYPH and HLRU |No. BMRCL/O&M/CS W/2017/06/WC-BYPH (V2) 
metro stations. 


P2/56 
No. B 


No. BMRCL/O&M/E&M/BYPH-QRTS/2018/19 


No. BMRCL/O&M/CSW-R1/19/2014/GLASS 


181 RRV and ETU building near Chain link fencing work No. BMRCL/0007/P(PITRCI2017/51 
& supplying of precast slab. 


182 Provision of steel catwalk at Test track -BYPT MRCL/0023/TO/2018/29 


183 ಮ Modification of existing signage boards at | BMRCL/O&MICSW/LI1/48/2018/SB-KGWA 

184 Proposed for construction of catch water drain at No.BMRCL/O&M/CSW/L1/2017/15/WC-KGWA 
KGWA Metro station (V2) P3 

185 Providing & fixing of settled footpath flooring work at |No.BMRCL/O&M/CSW/L1/2017/15/WC-KGWA 
KGWA Station (V2) 

186 |BYPT-Extension of RCC slab between RBL-3 & 4 No.BMRCL/O&M/CSW/L1/01/2018/WB-IBL 

187 |BYPT-WTP Painting and Epoxy flooring works. No.BMRCL/O&M/CSW/L1/31/2018/BYPT-WTP/24 

188 Partition wall and door cut out opening work at KGWA [No.BMRCL/O&M/CSW/L1/10/2017/RW-KGWA 


189 TTY repairs to existing Fire rated doors-Reg. No.BMRCL/O&M/CSW/R1/21/2014/FRD 


190 [Providing and laying of Mexican grass mats at BYPT_ | BMRCLIO&MICSWI24/20121SMW-vol2/88 
Depot and VDSA station 

191 Setting up of E&M office at ESR building at BYPT. No.BMRCL/O&8&M/E&M/OFF-SETUP/2018/12/41 
Proposed painting of Emergency steel stairways at 

192 No.BMRCL/O&8&M/CSW/2017/11/WC-MAGR (P-2) 


TTY and MAGR stations. 
No.BMRCL/O&M/CSW/L1/40/2018/PCW-R2/24 


Arresting of pigeon entries from outside to the 
platform, Entrance A & B, Concourse level of 
vijayanagar metro station of Reach-2 


Provision of Emergency Exit door to the external 
staircase entry and MS grill around Emergency Exit at 
DINR and HSLI metro station of Reach-2stations. 


AGPP- Providing water proofing Treatment to existing 
1 leaky expansion joint at track level. No BNR ONCE LER IR WEPGEEIG2 


No.BMRCL/O&M/CSW/2017/21/WC-DINR/115 


22.10.2018 Mis. Sri Nandi Consruction 


Mis. Sri Nandi Consruction 


M/s. ATMA Consruction 


MIs. Chothi Engineering Works 


MIs. C. Doreswamyraju 


MIs. Plasma Spray coats 

M/S. MICRON TRINITY 
ENGINEERING (INDIA) 

MIs. Buildtech Engineering Constructions 
MIs. Kaveri Constructions 


Mis. Jinendra Industrial Products 


23.10.2018 


23.10.2018 


23.10.2018 


23.10.2018 


23.10.2018 


23.10.2018 
23.10.2018 
31.10.2018 


31.10.2018 


02.11.2018 


09.11.2018 


09.11.2018 


09.11.2018 


09.11.2018 
12.11.2018 


12.11.2018 


12.11.2018 


15.11.2018 


15.11.2018 MIs. Metalaghori 


MIs. Wincon Infratech Solutions 


15.11.2018 


3,49,684.00 


4,40,241.00 


1,93,861.00 


4,87,186.00 


4,60,383.00 


3,68,505.00 


1,33,218.00 
1,63,447.00 
4,54,7164.00 


2,80,477.00 


3,25,359.00 


4,33,686.00 


89,005.00 


1,05,286.00 


29,887.00 
1,89,233.00 


4,79,201.00 


2,82,800.00 


4,99,554.00 


2,78,684.00 


4,42,834.00 


MYRD- Providing water proofing Treatment to 


existing leaky expansion joint at track level. 


Providing, Fabricating and fixing of canopies at TSS in 
RSS building, Baiyapanahalli. 


Proposed for concreting works near A entrance roof 
canopy at IDN station 

Proposed arrangements for arresting rain water 
splashing by providing Acrylic sheet/ 6mm thick glass 
fixing on aluminium flat with M.S. frame at MAGR 


stations PF No.02 at Line-1 


Proposed cement plastering work at FOB columns, 
Chequered plates for electrical chamber covers and 
Canopy at Traction Sub station, BYPH station. 


Providing and laying of cement concrete flooring work 
at gallery, BYPH Station. 

Proposed workfor arresting rain water leakages from 
Gl roof sheet at BYPH station. 


Proposed chain link fencing work at SVRD Station 
and Fire Water Supply line rectification work at BYPH 


Lifting and replacing of new Cable Trough covers at 
Platform Level BYPH and MAGR Stations. Reg. 


Proposed walkway Border Painting work on Viaduct 
from Chainage 17/950 to 16/000. ( BYPH Sation to in 
between SVRD and IND) -. Reg. 


196 
197 
198 
199 
201 
202 
203 
204 
205 
206 
207 
208 
209 
210 
211 
212 
213 


| 196 | Proposed reparnuing woris at. Boulevard neat MG:T94d | BNIRELOEMICSWILIISOZOSIMAGR BAI 16.11.2018 |My/s.C. Doreswamyraju 4,81,767.00 
metro station - Reg 
| EE of false ceiling work at KOWA_ [0 BMRCL/O&MICSW/L1/30/2018/KGWA-WC 16.11.2018  |M/s. ALPHA BUILTECH 481,632.00 


Providing and fixing of false ceiling work at KGWA M/S. MICRON TRINITY 
No.BMRCL/O&M/CSW/2017/15/WC-KGWA 19.11.2018 ENGINEERING (INDIA) 1,52,868.00 


No.BMRCL/O&M/CSW/L1/32/2018/WP-MYRD/68 19.11.2018 M/s. Wincon Infratech Solutions 4,37,914.00 
NO SMR CH OSM 2UT USNC BYERS) 19.11.2018 Mis. Trident Constructions Solutions 4,02,028.00 


Part 3 -31 


No.BMRCL/O&M/CSW/L1/45/2018/RWS- 
IDN&TTY/33 


Construction ob Rain water Harvesong (RYH) DU BKRELORLMEIREDOLEIEILD 20.11.2018 |My/s. ATMA Consruction 4,59,200.00 
HSLI metro station of Line-1 


27.11.2018 Mis. Sai Ram Constructions 4,49,410.00 


No.BMRCL/O&M/CSW/L1/46/2018/CW-MAGR/35 27.11.2018 Mis. ALPHA BUILTECH 4,88,157.00 


BYPT-Provisiopn of granite flooring for IBL passage. |No.BMRCL/O&M/CSW/BYPT/2016/38/CWB/199 27.11.2018 MIs. Sri Nandi Consruction 3,77,793.00 
es ಗ to the Existing Signages a RI | {0 BMRCL/O&MICSW-R1/19/2014/GLASS/152 28.11.2018 |M/s. MM. DIGITAL SIGN 1,91,767.00 
Water proofing work at different locations at KGWA. |No.BMRCL/O&M/CSW-L1/10/2017/RW-KGWA 03.12.2018 Mis. V K Enterprises 1,16,110.00 


No.BMRCL/O&M/CSW/2017/06/WC-BYPH(V2)- 


109 MIs. Buildtech Engineering Constructions 


No.BMRCL/O&8&M/CSW/L1/64/2018/ MWBYPH-25 03.12.2018 Mis. Trident Constructions Solutions 4,51,853.00 
Me 03.12.2018 MIs. Global green Enterprises 4,51,886.00 


(V2)-18 
05.12.2018 1,67,335.00 
05.12.2018 1,73,908.00 


12.2018 » 


No.BMRCL/O&M/CSW/L1/03/2017/R&M-182 MIs. Trident Constructions Solutions 


No.BMRCL/O&M/CSW/L1/09/2018/CTC-30 MIs. VK Vision Constructions 


No.BMRCL/O&M/CSW/L1/48/2017/DP- 75 MIs. B.N Satish Kumar 4,93,786.00 


03.12.2018 4,82,567.00 


05. 


Modification of existing signage boards and supply of |No. BMRCL/O&M/CSW/2017/15/WC-KGWA (V2) 05.12.2018 Mis. MM Digital Sign 67,636.00 
vinyl stickers at KGWA. P2 Dace 15 of 70 


Proposed Roof Sheet Rectification work at VSWA Stati\No. BMRCL/O&M/CSW/2017/14/WC-VSWA/148 06.12.2018 Mis. H.C.S Construction 486,165.00 
Proposed for construction of Ambulance parking shed |No. BMRCL/O&M/CS W/2017/15/WC-KGWA (V2) 08.12.2018 NE SRLS 3,14.381.00 
work at KGWA station. P2 

Chainlink fencing work at KGWA metro station of Line\No. BMRCL/O&M/CSW/UG/10A/2017/RW-KGWA 08.12.2018 M/s. KAVERI Constructions 1,64,442.00 
Petty repair works at CBPK, VDSA & VSWA No. BMRCL/O&M/CSW/L1/2016/CBPK-RW/275 08.12.2018 Mss. P.S.R Structures 719,498.00 
UG-2 Petty works No. BMRCL/O&M/CSW/UG-2/47/2017/WC-149 11.12.2018 Mis. Sri Nandi constructions 3,62,511.00 


Casting and supply of RCC cover slabs for cable 2 
troughs at MYRD & AGPP Metro stations of Reach-2 No. BMRCL/O&M/CSW/2017/22/WC-MYRD 11.12.2018 MIs. Metalaghori 4,78,240.00 


A link fencing at MIRD Metro station | BMRCL/O&MICSW/2017/22/WC-MIRD 11.12.2018 [M5. Metalaghori 4,92,301.00 


BYPI- Waker prvotig USalen¢ LOK JIES8E BLAMES J BMRELTRGRDIPWA TECSWIODHTS 12.12.2018 |MyJs. Water Proofing Solutions 4,87,773.00 
wall cladding of ETU Building. 

Recuticauon/Replacement of Ram Waler Roof LeYel  [ BMRCLOAMICSWIISIOISIGRW 14.12.2018 |Mys. Srinivasa Murty Harish 4,87,200.00 
Gutter at Indira Nagar Metro Station 


Water leakage rectification/ arresting works at 
223 [boulevard near MAGR stationand water proofing work |[No.BMRCL/O&M/CSW/L1/44/2018/RWS-MAGR/70 17.12.2018 M/s. Maap Civil Solutions. 4,72,416.00 
in Trinity above SC room at track level. 


Supply, Fabrication and installation of M.S Securuty , ಂ h 
cabin at VDSA and VSWA station No.BMRCL/O&M/CSW/L1/18/2018/CW-UG2 18.12.2018 MIs. Engineering & Design Concepts 1,68,627.00 
Proposed Fencing for Gardening at CBPK Station No.BMRCL/O&M/CSW/2017/12/WC-CBPK/109 19.12.2018 MIs. Sri Nandi constructions 4,95,604.00 


Shifting and placing of RCC cable trough cover slabs . 
fran GEA PF Tiagkeleyvel a Reaeh 2 (Stations) No.BMRCL/O&M/CSW/L1/35/2018/RWH-DINR 20.12.2018 MIs. Metalaghori 1,81,440.00 


Proposed walkway handrail painting work on viaduct | 1 BMRCL/O&MICSWIL1/44/2018/RWS-MAGR/ 21.12.2018 [MJs. SR. Giriraju 2,47,743.00 
from MAGR station to Buffer End. 

Providing and fixing new laminated sheets for false 4 

flooring ales at TTY & MAGR meuo sation Reg,  [No.BMRCLO&MICSW/2017/11/WC-MAGR (P2) 21.12.2018 |Mys. B. N. Sathish Kumar 3,10,956.00 
Proposed painting for E entry concourse & Platform | 1 BMRCL/O&MICSW/L1/78/2018/PW-UG2/32 21.12.2018 [Ms. Vivid Colors 2,35,374.00 
level VDSA, concourse level at VSWA station. 


Water proofing treatment for leakage flat roof slab at . 

EN ENA No.BMRCL/O&M/CSW/2017/13/WC-VDSA 24.12.2018 [Mys. SP. Enterprises 1,19,168.00 
Raising of SS Handrails at open area of concourse | 1 BMRCL/O&MICSWIL1/60/2018MW-KGWA 24.12.2018  |Mys. Sri Nandi constructions 

level at KGWA station. 


Providing and fixing of SS handrails near south side | {0 BMRCL/O&MICSWIL1/60/2018/MW-KGWA 24.12.2018 |Mys. Technoweld 3,39,320.00 
restroom at KGWA station 
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Supply & installation of SS decorative handrails 
around existing metro railway totem signage at UG-2 |No.BMRCL/O&M/CSW/L1/77/2018/FW-UG-2/18 26.12.2018 MIs. Engineering & Design Concepts 4,54,595.00 


station. 


Expansion joint treatment work to arrest leakage 1 | BMRCLIO&MICSW/2017/07/WC-SVRD (P2/68 | 27.12.2018 [MYS. Poornachandra Constructions 442,845.00 
concourse level from track level at SVRD station. 
4 


Proposed for replacing of existing louvers ith 
Aluminium sliding window with glass at HLRU station |No.BMRCL/O&M/CSW/2017/09/WC-HLRU (P2)/85 27.12.2018 Mis. Buildtech Engineering Constructions 4,42,573.00 


platform and Misc. civil works. 
06-01-2018 Ankura Enterprises 4,99,055.00 


236 [Fixing of False ceiling work at SPRU & RINR 
490,880.00 
238 ನ uy applyine panne 12s Eeehya sa 24-01-2018 [Vishal Trader 486,523.00 


237 Airow mark sign board 15-01-2018 Spectran digital Sign 
239 | DeLee Salar en a) SEPALS SDWADRUE 30-01-2018 Engineering & Design Concept 3,96,385.00 
& Goraguntepalya metro station 


gu ENEWS MIELE REL Ret pontine keenys 24-02-2018 [Vishal Trader 4,65,665.00 
depot building 
242 ಮ LODE SEDANS DOS TONGS 27-02-2018 [Spectran digital Sign 73,976.00 


243 Civil works at RBL Peenya depot Buildings 28-02-2018 Vishal Trader 438,762.00 


OE SC A SS 28-02-2018 [MR Consultant & Engineer 4,17,612.00 
baiyyappanahalli depot 

hs > eDBCaGR Supping 6 IDs aHauon ot Hang als al 13-03-2018 [Engineering & Design Concept 4,43,699.00 
plat form end at KR market metro station 

247 Display board for queue manager pole 28-03-2018 Engineering & Design Concept 1,40,672.00 


ge. |eucng Se LLie Dh wen Loads a Goraguatepalyd 22-03-2018 [Spectran digital Sign 4,19,962.00 
& Yeshwanthpur metro station 

248 Installation of Manhole cover at Yeshwanthpur metro 03-04-2018 E &D Metaltech 27,478.00 
station 

g49”- |ModBcaonot Holght gauge and supply mstallato 05-04-2018  |Engineering & Design Concept 2,54,688.00 
of accessories at SPGD ramp 


250 PARES SUA RSE, SRY WOMEN LC 05-04-2018 Engineering & Design Concept 4,712,304.00 
metro station 

pss“ [BLEOULEG and wae Pro MS Work RINE, SEM 05-04-2018  |Arms Engineering & contractors 1,12,200.00 
& KVPR metro station 


Painting works for platform, columns and entry and 
exit ramp at tunnel civil and fabrication work at CKPT, 
KRMT, NLC, LBGH, SECE, JYN, RVR, BSNK, JPN 
and PUTh metro stations 


Civil works at canteen building RBL, & DCC building 12-04-2018 Vishal Trader 4.58.427.00 
peenya depot 
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0. |G FoDHcaloR Wok at SANA Span LRGLILy 24-02-2018 [MR Consultant & Engineer 4,81,810.00 
Metro station 


10-04-2018 MR consultant & Engineer 4,66,398.00 


Nn 
ಬು 


Miscellaneous work of chain link fencing SQ mesh 
frame for fire hose pipe at MHLI metro s tation 


Levelling and lowering the ground near peenya depot 
Gap covering between escalator and stair case in 
peenya, peenya industry and jalahalli 


254 


16-04-2018 E & D Metaltech 2,38,723.00 


20-04-2018 Vishal Trader 4,93,958.00 
f 05-05-2018 Engineering & Design Concept 3,88,312.00 
MR 17-05-2018 [Manager / Techno Seal 4,96,774.00 
stations 
A PPLCOLON LEESON epelanu CHL dor ads 25-05-2018  [Jinendra Industrial Products 4,73,497.00 
pigeon entries in the Sampige road metro stations 
2 ! 25-05-2018 MR consultant & Engineer 4,44,317.00 


25-05-2018 Profab India 1,18,134.00 


08-06-2018 Vishal Trader 4,717,802.00 
Peenya depot 


station 

Solid block work (150 mm ) andM S fabrication work 

for Crew control rooms at peenya industry metro 07-07-2018 Ankura Enterprises 4,97,393.00 
station 


Civil and fabrication works for JPN, BSNK, RVR 


255 

256 

257 

258 

2 JYN & SEC metro stations 
60 


2 ACP works at KVPR metro station 


Providing and fixing of vitrified glazed tiles in RBL 
261 (room no 104) and IBL (room no 106, 107 & 207) at 


[ey 
[) 


Inside painting for O&M staff quarters at R 
264 Shreeantdekayal MabhAlEos Biaglole 07-07-2018 Vishal Trader 488,317.00 


For glazing & ACP cladding works at gorapuntepalya 18-07-2018 profab India 4.98.625.00 


metro station at C entrance road side road level 


01-08-2018 Shastha Associates 4,83,781.00 


(platform 1 & 2 at north side) 03-08-2018  [Profab India 3,69,605.00 


273 Civil & Fabrication work for R3 station 04-08-2018 Vishal Trader 4,27,913.00 


Providing and contruction of light weight handrails 
(near fire men entry DG room ) and chainlink fencing 05-08-2018 E & D Metaltech 3,75,110.00 
at near lift 2 entry at CKPT metro station Page 18 of 79 


266 Rain water leakages arresting works at JYNR & RVR 
metro stations 

267 Rain water leakages arresting works at KVPR station 

268 Rain water leakages arresting works at SPGD metor 
station 

269 Rain water leakages arresting works at SPGD stations 

270 Rain water leakages arresting works at PUTH, LBHG, 
NGSA & SPRU metro stations 

271 Rain water leakages arresting works at SPGD 


ACP cladding with MS works at Chckpet metro statio 


[) 


~ 
[N87 


45 
52 
77 
95 
21 
20 
22 
54 
58 
22 
23 
34 
9 
[ 
81 
82 
90 


Water proofing work at RVR station 06-08-2018  |Ikonik Building solutions 4,93,791.00 


276 MNCS MOSS Qe SUEUSNETS, 115 08-08-2018 Vinod Enterprises & PWD contractor, 4,96,432.00 
shreegandha kavalu, magadi road 


Providing fabrication & fixing of chequered plate at 
Viaduct expansion joint from NLC rmp to PUTH 114 08-08-2018 SMS engineering 4,97,448.00 
buffer end (both Upstread & Downstream) 
entries in the srirampura metro station 

279 Glazing & ACP cladding works at YPl at C entrance 17-08-2018 profab India 4.98.625.00 
rare side, road side level 


Quantities for aluminium doors, windows, & block 

board ceiling work at crew control room in PYID 

metro station line-2 (ALS room, crew control, gents 20-08-2018 Ankura Enterprises 4,93,040.00 
recreation room, night halt room ladies recreation 

room & lunch room) 

ACP cladding with MS works at Chickpet metro | 2008208 | | 2008208 | 08-2018 Potbhde Fab India | 33500 35, | 33500 58.00 
station (platform 1 & 2 at south side) 

Manfucaturing and supply of new precase cabel trough 

and covers rom NGSA to PEYA metro station NS peed 40000400 
Providing and construction of light weight handrails 

(near lift 2 entry) and chainlink fencing at in front of 148 20-08-2018 E &D Metaltech 3,56,734.00 
firemen entry at CKPT metro station 


Providing and fixing of aluminium parition, aluminum 

doors and MS fabrication & aluminum lovers works at 163 27-08-2018 Rathna constructions 4,710,348.00 
Yelachenahalli station 

Providing and fixing of heavy weight handrails for 

fotpath ground level at CKPT metro station near DG 172 01-09-2018 E &D Metaltech 442,989.00 
room, south firement entry & near B entrance 


Block board ceiling, cement plastering, painting & 

Wall paper Marka ew cone sobm in F¥ID eng 170 01-09-2018  [Ankura Enterprises 4,95,184.00 
station line 2 (ALS room, crew control, gents 

recreation room, night halt room & ladies lunch room ) 


Providing and fixing of heavy weight handrails for 
footpath ground level at CKPT metro station near C 188 (J) 04-09-2018 E &D Metaltech 3,24,665.00 
entrance towards lift 2 entry k 


Providing and fixing of aluminum partition, aluminium 
284 door & MS fabrication work at P-way store room, & 159 24-08-2018 Vishal Trader 4,83,584.00 
painting work at RBL & IBL rooms at peenya depot 


297 Rain water harvesting pits at YPM station 210 (A) 15-09-2018 Vishal Trader 3,80,330.00 
298 Rain water harvesting pits at YPI station 210 (B) 15-09-2018 MR consultant & Engineer 3,80,330.00 
299 [Providing garden / park below JYN station 17-09-2018  [Oxera design studion Pvt Ltd 4,98,489.00 


TE SS DABS AT OSE DISGELANCUY WS SG 1 07-09-2028 [MR consultant & Engineer 4,81,944.00 
O&M staff qtrs 
metro stations 
metro station 
Rain water harvesting pits at DSH staion 202 (A) 12-09-2018 [Vishal Trader 3,80,330.00 
Rain water harvesting pits at PYID stations 204(H) 12-09-2018 MR consultant & Engineer 3,80,330.00 
Rain water harvesting pits at JLHL stations 204(G) 12-09-2018 Ankura Enterprises 3,80,330.00 
rain water harvesting pits at peenya metro stations 210(C) 15-09-2018 Ankura Enterprises 3,80,330.00 


300 Glazing and ACP cladding works at YPI metro station 214 18-09-2018 profab India 4.98.167.00 
at C entrance rare side concourse level 
Providing & fixing of chequred plates for viaduct 
walkway expansion joint from reach 3, 3a, 3b both 21 18-09-2018 E & D Metaltech 4,93,024.00 
upline & downline 
Attending the cracks on wall at RCC / Masonry joint at S R 
302 IBL building in PNYD 21 18-09-2018 Zeecon infratech solution 4,29,739.00 
4 
8 


(9°) 
[oe] 
fur 


303 Rain water splasing works at JLHL metro station 204 (G) 29-09-2018 Ankura Enterprises 485,184.00 


304 [Rain water splashing works at NGSA metro station 29-09-2018 Srinivasa Murthy Harish 485,184.00 
305 M S fabrication and aluminium works in MHLI station 01-10-2018 Vishal Trader 4,84,674.00 
306 ರ and applying itnernal wall painting at BSNK 12-10-2018 4.56.245.00 


307 [Rain water splashing works at JYN stations 12-10-2018 434,282.00 


9 
9 
9 
408 evden app yne exiernal andtsitenmal wall 0 12-10-2018  [Rathna constructions 401,945.00 
painting at JYN & RVR metro stations 


2 
3 
0 
3 
305 
307 
303 
310 Vitrified tiles and painting work at IBL PNYD 293 12-10-2008 Vishal Trader 4,92,923.00 
306 
3 
327 
7 
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311 MS fabrication and aluminium works in MHL station 12-10-2018 Vishal Trader 4,87,522.00 
Making garden at Y junction near PYID and two t 
HE J heslsc DEINE UOC GE AG DIGCEAt END ONS “| NSRaL Lr9deR AL 


Providing and fixing of SSS handrails at platform 
17-10-2018 Srinivasa Murthy Harish 


number 2 near staircase at lift 2 and AFC gate both 
LHS & RHS side at SPRU 


314 Rain water splasing works at YPI at roof level 389 (©) 31-10-2018 Srinivasa Murthy Harish 4,85,184.0 


315 Glazing & ACP cladding works at YPI metro station at 3 31-10-2018 Alpha Builtech 
E entrance road side, road level 
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Wall paper, flooring, water supply, plumbing, painting y 

& other miscellaneous works at PYID metro station ಸ) A AAEDATDGEDISSS OR 
Providing & fixing of SS handrails in front of B & A 389 (B) 31-10-2018 E &D Metaltech 4.96.673.00 
entrance @ CKPE 

painting works at PYEA, PYID & JLHL metro stations 389 (D) 31-10-2018 Srinivasa Murthy Harish 481,376.00 


Gap covering between escalator and staircase at NGSA _ : ) 
DSO SBEON 389 (A) 31-10-2018 Engineering & Design Concept 


25,490 
MS fabrication and alluminum works at JLHL 31-10-2018 Ankura Enterprises 4,85,822.00 
Providing and fixing of SS handrails at platform 
number 1 and 2 staircase & near APMC market exit 31-10-2018 Srinivasa Murthy Harish 4,97,810 
720 


side A entrance at YPM station 


Providing & fixing of self adhesive PU tactile, RIB 
type & button type for YPM & RINR metro station 


31-10-2018 Vishal Trader 2,96,800.00 
31-10-2018 Vishal Trader 4,98,712.00 


» 
೨ 


for inside painting at RINR, SSFY & MHLI and 
external painting at SSFY & YPM, MS & aluminium 
works and other miscellaneous works 


Providing and applying fibre mesh with recron and pu. 
chemicals to gutters and joints 


09-11-2018 Shastha Associates 4,99,968.00 


Various civil works to be carried out in MHLI & SSFY 
stations 


Providing and fixing of stainless steel handrailing in 
front of C entrance & footings works for A entrance at 
CKPE station 


09-11-2018 E &D Metaltech 3,91,918.00 
09-11-2018 Srinivasa Murthy Harish 3,39,916.00 


09-11-2018 Seepage stoppers 4,96,744.00 
09-11-2018 Safeguard fire systems Pvt Ltd 
Arresting of rain water leakages works at SPRU, ] : 
Arresting of rain water leakages works at DSH metro ] 09-11-2018 Si aes 4.97.638.00 
stations 
Providing and applying of green garland paint at 
walkway access from JLHL PYID PPOCKET track 435 (B) 10-11-2018 Srinivasa Murthy Harish 1,80,002.00 
metro station 


Providing and applying of green garland paint at R B 
Walkway access fom PUTH JPN ihelro Stitioh 435 (ge 21of 79 10-11-2018 Jhallika Engineers and Contractors 1,60,971.00 


Providing and applying of green garland paint at 
walkway access from NGSA BE _ PEYA metro station 


Arresting of rain water leakages works at NGSA metro 
stations 


Energisation of existing borewell at CKPE and provide 


00 
00 
water line chiller plant at CKPE & KRMT metro 00 


386 
389 
385 
388 
433 
432 
430 
431 
426 
415 
stations 
28 


09-11-2018 Srinivasa Murthy Harish 4,91,630.00 
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335 for vitrified tiles and cassette AC work at Traction 14-11-2018 Vishal Trader 4.36.617.00 
Room, ETU building, peenya depot 


ಗ Waterproofing work at NLC metro station 16-11-2018 Ikonik Building solutions 4,95,986.00 


Rain water splashing works at entry exit of track level 16-11-2018 RA 4.58.797.00 
at south end circle metro station 

1 d ACP claddi ks at YPI metr 
SS NS 485 16-11-2018 [Alpha Builtech 474,777.00 
station at E entrance rear side- road level 


— MS aluminium works at DSH statuib 16-11-2018 [Altech Enterprises 485,184.00 


Various civil works (Dismantling of RCC concrete by 

Diamond cutter, plastering work & M 20 concrete for 16-11-2018 Vishal Trader 3,99,814.00 
two wheeler parking area ) at PNYD 

quarters at SGK 

Providing and applying of green garland paint at 

walkway access from SSFY - YPM and SPRU - SPGD 29-11-2018 Vishal Trader 2,65,761.00 
stations 


Providing and aplying of inside daddoo painting at 
|3| KRMT & CKPE metro stations | 21208 | 11-2018 RoytEahGo Earth Grou[ 4, | 48618500 185.00 


| 344 [MS fabrication & aluminum works at NGSA Stn ಲ 29-11-2018 [Srinivasa Murthy Harish 4,85,184.00 


SE 532 20-11-2018  [Rathna Construction 4.76.842.00 
level at NLC stn 


Cutting RCC of 400mm width & 300mm depth using 
diamond power cutter & concrete compressor breaker 30-11-2018 Vishal Trader 4,80,480.00 
for Track extension work in RBL building, PNYD 
Supply, installation, testing & commissioning of 

348 dedicated drinking water line for RO's system at 546 30-11-2018 Safeguard fire systems Pvt ltd 3,36,923.00 
KRMT & SSFY stns 
Providing and fixing of SS handrails over existing 

349 staircase near lift & AFC gate both LHS & RHS side at 549 30-11-2018 Srinivasa Murthy Harish 4,95,393.00 
SPRU Stn 


ON SAT 547 30-11-2018  [Spectran Digital Sign 3,19,872.00 
SPGD stns 
Providing and applying of Green garland paint at ೂ 
walkway access from BSNK - JPN stn INS ಗ ’ 


— Painting works in NGSA Stn 550(A) 01-12-2018 [Srinivasa Murthy Harish 4,87,095.0 
Providing and applying of Green garland paint at ; 

WaIEW A SCcess EON BCH BSNS 550(B) 03-12-2018 Vishal Trader 4,61,996.00 
SPOUSES Uo De UI SSB ELE 552 (B) 03-12-2018 [Srinivasa Murthy Harish 4,55,498.00 
SPRU stns 
Providing and applying of Green garland paint at R f 

WIE access hom NCCSTBGH sh 556 (ML ge 22 of 79 04-12-2018 Jhallika Engineers and Contractors 1,16,298.00 


05-12-2018 MR Consultant & Engineers 3,80,800.0 


Providing & laying heavy duty cobble stone between A 4 ; 
& C entrance at GL. in YPI Stn 05-12-2018 Srinivasa Murthy Harish 


Water harvesting wells at LBGH Stn 
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Water harvesting wells at NLC Stn 05-12-2018 Ankura Enterprises 3,89,760.0 


567 
571 
565 
Providing & laying heavy duty cobble stone between ಸ P 
359 [&SS handrails works A &C entrance at GL in YPI Stn A ic 

568 
574 

75 


KN 
\o 
K 
[= 
\Q 
Co 
[e) 
[>] 


೨ > 


360 [Water discharging wells at KVPR Stn 571 (A) 06-12-2018 Vishal Trader 3,85,056.0 


07-12-2018 Vishal Trader ,03, 
0 


7 
7-12-2018 Oxera Design Studio Private limited 3,87,520.0 
7 _ 


MS Fabrication & Aluminum work at entry & exit at 


ಟು 
[ey 
fed 


36 Providing and applying of Green garland paint at 

walkway access from SPRU - SSFY stn 

Rain water wells at JYN Stn 574 (A) 

Vitrified tiles & msIns works at IBL, PNYD 08-12-2018 [Vishal Trader 4,73,106.0 
Providing and applying of Green garland paint at ನ 
Walknasaccess Hom PEVAS TEMS 579(A) 10-12-2018 Srinivasa Murthy Harish 37, 

Rain Water harvesting discharging wells at NGSA Stn 579(B) 10-12-2018 Vishal Trader 
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368 Providing and fixing of PVC pipes & providing and 
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applying of kerb stone painting at SPRU & YPM Stn M2208 Srinivasa Murthy Hapsh ’ 


Making rectification og longitudinal cracks at corners 
369 & application of nozzles with injection material works 
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at PEYA & PYID Stns 


15-12-2018 Construction care chemicals 89, 


15-12-2018 Vishal traders 79, 


Rain Water harvesting discharging wells at SECE Stn 574 (B) 07-12-2018 Shastha Associates ,83, 
Extension work in ICP & Pit jack return path work in 
PNYD f 


Rain water wells at SSFY & MHLI metro station 


17-12-2018 Srinivasa Murthy Harish 4,81,600.0 
7 


Galvalume sheets jointing & holes blocking works at 
YPM & SSFY metro stations 


F 18-12-2018 Shastha Associates 89, 
Providing and fixing of Plain glass & frosted glass 
partition at ETU building in PNYD 


582 
604 
$ stati 605 i 

607 

637 20-12-2018 Vishal traders 55, 

641 20-12-2018 Shastha Associates 85, 
Repairing cut openings & joining lapping work etc at 
RINR, KVPR, NGSA & DSH metro stations (42 i i Hi 
Various civil works & miscellaneous works in CKPE, 
BYPT- Kerb stone painting & other civil works No.BMRCL/O&M/CSW/ /2013/DAC 08.01.2019 Mis. B N Satish Kumar 1,21,382.00 


p FS wall repairing and plastering work | BMRCL/O&MICSW/ UG2/2016/RWAV2) (PI) 08.01.2019 |Mys.S P Enterprises 227,523.00 


Providing Recron mesh & PU coating works in R3 
stations 
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Providing and fixing of safety net at concourse level | BMRCL/O&MICSWI/ L1/87/2018/PRW-KGWA 12.01.2019 |My. Buildtech Engineering Constructions 82,012.00 
unpaid area at KGWA station 

Providing and fixing of wood plastic composite (WPC) | BMRCLIO&MICSW/ 2017/16/WC- BRCS (P-2) 12.01.2019 |My. BN Satish Kumar 1,01,606.00 
doors for rest rooms at BRCS station. 

Painting works at KGWA station. No.BMRCL/O&M/CSW/ L1/61/2018/RW-KGWA 12.01.2019 MIs. Buildtech Engineering Constructions OO 


B 
Hiring of Man-lifter for viaduct! bearing inspection | BMRCLIO&MICSW/ 02/2012/TMHPOD (Vol-3) 14.01.2019  |MSs. Sree Venkateshwara Cranes 2,71,400.00 
over BMRCL network 
Relovation of Compound walls and Jaying.oL PaVet”. | BMRELIOSMICSW 20ITNSIWCHERU P40 16.01.2019  |MyJs. V K Vision Constructions 3,96,188.00 
blocks at Halasuru Metro Station 


Proposed work for median construction at ground level 
and other miscellaneous work at HLRU station. 


Proposed painting of walls opposite to platforms at 
CBPK,VDSA,VSWA Tunnel entry/exit locations. 


Supply of reinforced cement concrete cover slabs over 
cable troughs at MYRD metro stations of Reach-2 


Providing chainlink fencing at OMR side near parking 
area, BYPH station reg. 


Work for GI roof sheet extension at C-Entrance/ East 
side, BYPH metro station 


No.BMRCL/O&M/CSW/ 2017/09/WC- HLRU (P-3) 


No.BMRCL/O&M/CSW/ L1/29/2017/CW 


No.BMRCL/O&M/CSW/2017/22/WC-MYRD (Vol 1) 


No.BMRCL/O&M/CSW/UG/10A/2017/KGWA 


No.BMRCL/O&M/CSW/L1/64/2018/MW- 
BYPH(V2)(P2)32 


16.01.2019 
16.01.2019 
24.01.2019 


MIs. Buildtech Engineering Constructions 


Mis. Vivid Colors 


Mis. Technoweld 


4,79,062.00 
4,69,481.00 
3,62,880.00 


» 
> 


No.BMRCL/O&M/CSW/L1/20/2018/ MWR1-152 24.01.2019 3,62,635.00 


24.01.2019 Ms. Profab india 1,31,342.00 


Suplying and fixing of Butterfly valve at . f f 
CBPK.VDSA.VSWA Station No.BMRCL/O&M/CSW/ UG-2/2016/31/MTSERP/85 25.01.2019 MIs. Engineering & Design Concepts 52,550.00 
Supplying and fixing of Fire rated door to VDSA and | ByRCLIOMICSW/ UG-2/07/2017/NMI171 25.01.2019 
VSWA station 

.B 


Replacement of damaged urinals and washbesin at 
IDN and TTY station. 

MS handrailing with gate arrangement at MG road 
metro station Entry Ground level towards Trinity 
Metro station. 


Proposed walkway border painting work on viaduct 
from chainage 15/650 to 13/450. 

De-weeding of bushes! trees below the viaduct 
(Divider Areas) removal of debris, cutting of plants 


from MYRD buffer end to BRCS ramp at Reach-2 
Metro stations. 


Supplying and fixing of SS tower bolts for aluminium 
doors in dome area at KGWA. 


BYPH staff quarters- Proposed modification to 
plumbing systems replacement of filter media to STP 
Plant . 


389 Providing and fixing of false ceiling at KGWA & 
BRCS station 


No.BMRCL/O&M/CSW/2017/11/WC-MAGR 


No.BMRCL/O&M/CSW/L1/36/2018/PV/38 


No.BMRCL/O&M/CSW/2017/20/WC-AGPP/77 


No.BMRCL/O&M/L1/10/2017/RW-KGWA 


No.BMRCL/O&M/CSW/L1/01/2017/STP- 
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02.02.2019 


MIs. Indigatech Building Solutions (1) 
Pvt.Ltd. 


No.BMRCL/O&M/CSW/ L1/49/2018/RW-Rl1 29.01.2019 Ms. Girish MC, BE 


MIs. Engineering & Design Concepts 


1,46,384.00 
1,49,858.00 


4,93,742.00 


» 
೨ 


02.02.2019 M/s. B.N Satish Kumar 4,715,416.00 


02.02.2019 


Mis. Kaveri Constructions 


2,99,712.00 


04.02.2019 Mis. S P Enterprises 44,057.00 


24.01.2019 MIs. Sri Nandi constructions 4,03,464.00 


Conducting Non Destructive test on Diaphragm beam [2 BMRCL/OKMICSWIL1/042019/NDT-V GBD MLS Sucks Desleners de Cons WeDE: 4,55,616.00 
of Transition span at HLRU station reg. Pvt. Ltd. 


Proposed maintenance repair works to Gents/ Ladies 
rest rooms of DJINR Metro sations of Reach-2. 


Supplying and fixing of Fire rated door at KGWA 
Station 


AMC for drinking water fountains of BYPT, Reach-1 
and UG-2 stations (BYPT canteen & 11 stations) 


Proposed rectification and replacement of damaged 
ACP sheet at entry/ exit at VSWA station. 


Textured, Designer pamung work of A Entrance wall | BMRCTIORMICSWIRI/ 2616 BIREW 18.02.2019 |[Mys. Kaveri Constructions 1,35,098.00 
near Escalator at IDN Metro station. 


Proposed work for providing barbed wire fencing at 
Bangalore santhe compound wall and other 
miscellaneous civil works reg.. 


Civil works regarding aluminium partition and other 
upgradation works at RSS, BYPH-Reg. 

Repairs/ Replacement and fixing of fire rated doors at 
TTY metro stations. 


cladding at DCC, P.way and IBL building entrance 
area. 


Supplying of safety live rope wheel type carriage body 
with accessories 


Rehabilitation civil works at Trinity metro station and 


No. BMRCL/O&M/CS W/L1/26/2018/EJT/ 


No.BMRCL/ELE/0252/2018/Vol-1 


No.BMRCL/O&M/CSW/L1/09/2019/AMC-DW/25 


No.BMRCL/O&M/CSW/L1/07/2018/VSWA-DGC/93 


No.BMRCL/O&M/CSW/2017/07/WC-SVRD (P3)/79 


No.BMRCL/O&M/CSW/2017/06/WC-BYPH(V2) 
Part-3/87 
No.BMRCL/O&M/CSW/2017/10/WC-TTY 


No.BMRCL/O&M/CSW/L1/01/2018/WB-IBL/101 


No.BMRCL/O&M/BYPT/RS/2017/03/RCW/171 


11.02.2019 


MIs Sri Nandi constructions 


3,73,662.00 


12.02.2019 MIs. Indigatech Building Solutions 1,08,953.60 


15.02.2019 
19.02.2019 


19.02.2019 MIs. Buildtech Engineering Constructions 491,531.00 


Mis. HCS construction 


15.02.2019 Mis. Good water 4,00,075.00 


MIs. Bagi ventures 


19.02.2019 MIs. Plasma Spray coats 


21.02.2019 


22.02.2019 


Supplying and fixing of fire rated door to VDSA and | 1 BMRCL/O&MICSW/UG-2/07/2017/WM/177 22.02.2019 
VSWA station 


other works in MAGR metro station. 

Proposed removing of existing falling granite, 
plastering and texture painting at VSWA station B 
Entry. 


Proposed fabrication and miscellaneous works at 
VDSA station ECS & TVS room. 


SE work in fountain wall in MAGK metro | BMRCL/OAMICSWIL1/50/2018MAGR-B 25.02.2019 |M/s. MM Digital Sign 1,40,093.00 
No.BMRCL/O&M/CSW/UG-2/47/2017/WC/225 26.02.2019 MIs. Engineering & Design Concepts 3,88,923.00 


Providing and fixing WPC external doors for rest room 
(Ladies, Gents & ph) at Reach-2 Metro Stations 
(MYRD, DINR, AGPP, VIN, HSLL, MIRD) 


Providing ramp entrance to physically challenged 
persons at Baiyapanahalliu metro station, RNR 
entrance side (North side) and push trolley reg. 


BYPT- Treatment for water leakages for roof and wall 
408 


No.BMRCL/O&M/CSW/L1/05/2019MW-UG2/26 


No.BMRCL/O&M/CSW/L1/35/2018/RWH-DINR 


No.BMRCL/O&M/CSW/2017/06/WC-BYPH (V2)P2- 
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25.02.2019 


27.02.2019 
28.02.2019 


Mis. S P Enterprises 


Mis. Power Tools & Tackles 


MIs. Indigatech Building Solutions (I) 
Pvt Ltd. 


No.BMRCL/O&M/CSW/L1/46/2018/CW-MAGR 23.02.2019 Ms. Profab India 


MIs. Benja Constructions 


Mis. B.N. Satish Kumar 


Mis Trident Constructions Solutions 


4,86,019.00 


4,62,256.00 
1,44,865.00 
4,48,381.00 
2,17,592.00 
2,90,998.00 


4,93,821.00 


> 
» 


4,80,050.00 
4,42,049.00 


Water pioo! treatment ior expansion joint a MYRD. [J S BMRCL/OSMICSWILL/41/2018/RWH-AGPP 05.03.2019 |Mys. Shumbam Techno Build 1,75,437.00 
Metro station Reach-2 
Painting works at UG-2 KGWA Station No.BMRCL/O&M/CSW/L1/30/2018/KGWA-WC 05.03.2019 MIs. Kaveri Constructions 3,58,319.00 


Petty repair works at KGWA and BRCS 


Conducting Non Destructive test on Diaphragm beam 
of Transition span at IDN station reg. 
Proposed handrails with gate for maintenance room 


entry at platform level & miscellaneous works at 
CBPK, VDSA & VSWA station" 


Supply of cable trough covers for Traction cables (100 
no's) at MAGR Metro station 

Existing gap covering work between Escalator and 
Staircase in IDN, TTY Metro Stations reg. 

Repair works at tunnel cross passages and roof terrace 
water leakage arresting work at KGWA 

Proposed work for GI roof sheet extension at RNR 
entrance/ north side, BYPH metro station. 


Providing chequered plates for gap between viaduct 
expansion joint on walkway slab at MYRD- 
MIRD/BRCS Ramp of Reach-2 Line-1 


Proposed walkway Border Painting work on Viaduct 
from Chainage 13/450 to 11/200. 
Application of bird repellent gel to Mysore Road and 


Attiguppe Metro stations (Platform, Staircase, 
Concourse level, Entry gate etc.,) 


Safety life line wire rope system at IBL Bay 3 
Proposed modification of existing rolling shutter in 
two parts at VSWA Station. 


BYPT-Kerb stone painting work at Admin block to 
OCC building surrounding and RBL, IBL, Admin & 
DCC Gents rest room urinal push cock fixing work. 


No.BMRCL/O&M/CSW/2017/16/WC-BRCS (V2) P2 


No.BMRCL/O&M/CSW/L1/17/2019/DN-NDT 


No.BMRCL/O&M/CSW/L1/77/2018/FW-UG2/52 


No. BMRCL/007/PC(P2)/TRC/2017/15 


No.BMRCL/O&M/CSW/L1/53/2018/GRW 


No.BMRCL/O&M/CSW/2017/15/WC-KGWA (V2) 
(P2) 
No.BMRCL/O&M/CSW/2017/06/WC- 
BYPH(V2)/158 


No. BMRCL/O&M/CS W/R2/2015/R2-Works/138 


No. BMRCL/O&M/CS W/L1/48/2017/DP-98 


No. BMRCL/O&M/CS W/L1/40/2018/PCW-R2/53 


No. BMRCL/O&M/CSW/R1/06/2016/PWL- 
BYPT/171 
No. BMRCL/O&M/CS W/2017/14/WC-VSWA(V1) 
P2/24 


No. BMRCL/TRG/22/P.way & CSW/2012/206 


06.03.2019 
12.03.2019 


MIs. Suresh Enterprises 


Mis. P.S.R Structures 


1,89,136.00 
4,52,129.00 


13.03.2019 Mis. Technoweld 67,200.00 


12.03.2019 MIs. Structwel Designers & Consultants 4.15.304.00 
Pvt. Ltd. 


13.03.2019 M/s Choti Engineering Works 4,63,778.00 
13.03.2019 Mis. S P Enterprises 1,05,127.00 
13.03.2019 MIs Sri Nandi constructions 4,00,803.00 


14.03.2019 


Mis. Technoweld 


4,83,907.00 


> 
೨ 


14.03.2019 Mis. BN Satish Kumar 414,505.00 


15.03.2019 


M/s. Chem Mosil Agencies 


4,460,100.00 


೨ 
೨ 


16.03.2019 MIs. Nikhil Engineering Company 489,575.00 
16.03.2019 MIs. Vinayaka & Co. 


16.03.2019 


Ms. B.N. Satish Kumar 


2,10,560.00 


1,35,872.00 


ಮ MSCS WOR SLND MRCL/O&M/CSWI/2017/14/WC-VSWA/187 19.03.2019  |Mus Sri Nandi constructions 333,601.00 


Providing and installing of Aluminium strip wind tie 
on roof sheet at vijayanagar Metro station 


126 Proposed for providing and fixing SS sheet with MS 
frame near Escalator gaps at HLRU station 

435 Conducting Non Destructive Test on Diaphragm beam 
of Transition Span at SVRD station Reg. 


No. BMRCL/O&M/CS W/L1/23/2019%SVRD-NDT-17 


21.03.2019 


No.BMRCL/O&M/CSW/2017/09/WC-HLRU/153 13.03.2019 Mis. B N Satish Kumar 3,27,875.00 


Mis. Barve Consultants 


No. B - A i i i ) 
No. BMRCL/O&M/CSW/2017/18/WC-HSLI85 19.03.2019 MIs Sri Nandi constructions 3,29,616.00 
0.B 


2,40,012.00 


Proposed for providing and fixing SS sheet with MS 
frame near Escalator gaps at BYPH & SVRD station 


Providing and fixing of CPVC pipes, cheqered plates 
to chamber covers, weld mesh to existing railings and 
other miscellaneous works regarding pgradation & 
rectification at BYPH, SVRD & HLRU dstation. 


Proposed for covering gap/ openings at concourse 
level viz., below escalator/ staircase at different levels 
at MYRD, DINR and AGPP metro stations reg. 


Painting work at KGWA Station 


BYPT- Proposed provision of Rain water pond 
Supply and installation of Prohibited articles notice 
board at L1 stations. 

Repairs to existing sewage Treatment Plant (STP) at 
BYPT depot 

Proposed pipeline for utilization of seepage water to 
rest rooms from undercroft seepage tank at CBPK & 
VSWA station 

Proposed replacement of damaged ACP sheet at B 
entry/ exit at vswa station. 

Replacing of damages polycarbonate sheet at roof level 
with new sheet at BYPH station. 


Conducting Non Destructive Test on Diaphragm beam 
of Transition Span at MAGR Station reg. 

Providing and laying of red soil to build garden near 
Dormitory building at Swamy Vivekananda Road and 
disposing debris. 


Supply and installation of SS decorative handrails 
around existing metro railway totem signage at UG2 
station. 


De-silting work in drainages at BYPH, SVRD & 
HLRU metro stations reg., 


No. BMRCL/O&M/CS W/L.1/64/2018/MWBYPH-54 21.03.2019 Mis. G. Vasu 4,13,912.00 


No. BMRCL/O&M/CSW-R1/16/2014/DC-83 


No. BMRCL/O&M/CS W/L.1/18/2019/NET-WORK/18 


No. BMRCL/O&M/CSW/2017/15/WC-KGWA (V2) 
P2 


No. BMRCL/O&M/CSW-R1/20/2014/CW 
No. BMRCL/ O&M/CSO-S&F/2018/24 


No. BMRCL/ 
O&M/CSW/26A/2014/AMC.Tender/138 


No. BMRCL/O&M/CS W/L1/07/2018/VSWA- 
DGC/116 


No. BMRCL/O&M/CSW/UG-2/2016/RW/14 (V2) 
(P1)/58 


No. BMRCL/O&M/CSW/L1/03/2017/R&M-214 


No. BMRCL/O&M/CSW/2017/07/WC-SVRD-113 


No. BMRCL/O&M/CS W/L.1/60/2018/MW-KGWA 


No. BMRCL/O&MI/CS W/L.1/64/2018/MW- 
BYPH(V2)-49 


22.03.2019 


27.03.2019 


MIs Global Green Enterprises 


M/s ATMA Constructions 


4,63,278.00 


Opes IONSQISNE BD belyerD Esvalaor and No. BMRCL/O&M/CSW/L1/19/2019/SS-Works/27 23.03.2019 [Mis Engineering & Design Concepts 4,73,353.00 
Staircase/ wall at DINR Metro Statyion reg. 


4,49,680.00 


Pull pit water proofing work at pocket track (KGWA) |No. BMRCL/O&M/CS W/L1/87/2018/PRW-KGWA 28.03.2019 Mis. A V Ramamoorthy & Co. 1,73,806.00 


02.04.2019 Mis. S P Enterprises 485,925.00 


BYPT-Miscellaneous works No. BMRCL/O&M/CS W/06/2012/AMW/115 43560 Mis. Varistha Infrastucture 1,33,028.00 


43560 MIs Sri Nandi constructions ESE] 


10.04.2019 MIs. Radiant Technologies 


3,31,520.00 


11.04.2019 


15.04.2019 
16.04.2019 


20.04.2019 Mis. V K Vision Constructions 4,40,128.00 


MIs. Saraswathi hardware & sanitary 
works 


MIs. Buildtech Engineering Constructions 


BRCS petty repair works reg.. No. BMRCL/O&M/CS W/2017/16/WC-BRCS (P2) 16.04.2019 Mis. S P Enterprises 4,81,001.00 


MIs. Engineering & Design Concepts 


4,90,626.00 


» 
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4,715,776.00 


455 NE of damaged spiral barbed wire |, BMRCL/O&M/CSW/L1/28/2019/FW-BYPT/28 22.04.2019 |Mis.G Vasu 4,26,409.00 


Restoration civil works at Trinity Metro station near 
Pier No. 155 and other works in boulevard, IDN metro 
station reg.. 


456 


Providing and fixing of ACP cladding at damaged area 
of various location in IDN Metro Station 


457 
458 
459 

60 


4 


Proposed fabrication and miscellaneous works at 


4 CBPK station ECS & TVS room. 


462 


Proposed desilting of undercroft seepage tank, ramp 
tank, ground level storm water drain & miscellaneous 
work at CBPK, VDSA & VSWA station. 


Hiring of Man-lifter for viaduct! bearing inspection 
over BMRCL network as per below mentioned 
schedule, terms & conditions 


Modification of Traction tool room & store room at 
ETU building. 

Desludging & cleaning of sewage tanks at CBPK, 
VDSA & VSWA 


BYPT - Supply and installation of Advertisement 
Boards - "Namma Metri Smart card Top up Online 
Recharge" 


464 


465 
66 


4 


467 


Proposed for covering gap/ openings at concourse 
level viz., below escalator/ staircase at different levels 
at VIN and HSLI metro stations reg. 


169 Proposed fo covering gap between Escalator and 
staircase/ wall at MYRD metro station reg. 
De-silting of storm water drain and seepage tank 


cleaning reg. 


Epoxy flooring work at RSS, BYPH 


FN 


| 
[es] 


471 
472 
473 

714 


4 


Provision of work stations in OCC BYPT 


No. BMRCL/O&M/CS W/L1/49/2018/RW-Rl1 


No. BMRCL/O&M/CS W/2017/13/WC-VDSA/252 


No.BMRCL/O&M/CS W/02/2012/TMHPOD (V3) P2 


No.BMRCL/0026/TRC/2019/36 


No.BMRCL/O&M/CSW//UG- 
2/2016/31/MTSERP/113 


No.BMRCL/O&M/CSW/L1/28/2018/SB 


No.BMRCL/O&M/CSW/2017/19/WC-VIN 


No.BMRCL/O&M/CSW/10/2017/RW-KGWA/224 
No.BMRCL/O&M/CSW/L1/31/2018/FW-43 


No.BMRCL/O&MICSW/201 YB of 79 


No.BMRCL/O&M/CSW/L1/32/2018/WP-MYRD/ 22.05.2019 MIs. Engineering & Design Concepts 4,01,062.00 


23.04.2019 MIs. Buildtech Engineering Constructions 3,52,969.00 


No BNR CL QMS WILLIS: 24.04.2019 [Mis MAAP Civil Solution 4,40,149.00 
IDN&TTY 
ಗ Modification of existing signage boards at | BMRCL/O&MICSW/LI1/48/2018/SB-KGWA 25.04.2019 |Mys. Radiant Technologies 4,89,913.00 
Petty repair work and CBPK & VDSA Station No. BMRCL/O&M/CSW/201074/12/WC-CBPK/148 | 26.04.2019 [|MJs.PSR Structures 1,33,827.00 
BYPT-Water proofing work at ETU building adjacent [0 BMRCLIO&MICSW/2013/WPI63 02.05.2019 |MJs. WATER PROOFING SOLUTIONS 4,73,542.00 
to track side wall. 
No. BMRCL/O&M/CSW/L1/2016/CBPK/RW/324 02.05.2019 |[M5s. Engineering & Design Concepts 2,72,670.00 
Miscellaneous works at VSWA station No. BMRCL/O&M/CSW/L1/18/2018/CW-UG2/181 02.05.2019 MIs. Benja Constructions OO 


MIs Sri Nandi constructions 3,69,444.00 


2,71,400.00 


04.05.2019 


10.05.2019 


13.05.2019 MIs. Bagi ventures 2,87,299.00 
16.05.2019 MIs. Nagalakshmi Electricals 1,20,960.00 


22.05.2019 1,52,712.00 
22.05.2019 3,94,856.00 


Mis. Sree Venkateshwara Cranes 


Mis. MM Digital Sign 


M/s ATMA Constructions 


22.05.2019 MIs. Buildtech Engineering Constructions 2,40,777.00 


23.05.2019 Mis. MAAP Civil Solution 4,97,908.00 


Chain hnktencing ox median a IDN mero: salon |G BMRELOSNMICSWIOITIWCHERU @2121 23.05.2019 |[Mys. V K Vision Constructions 2,82,908.00 
(From Pier 71 to Pier 91) 
Proposed fabricauion and-miscellaneous Works aL ECS | BMRCLIOAMICSWIUG-2/472017/WCI233 23.05.2019 [Ms Engineering & Design Concepts 423,113.00 
& TVS room, VSWA station 

0.B i 


25.05.2019 MIs. Buildtech Engineering Constructions 3,77,861.00 


ಬ Dormitory - Supply and plantation of Herbal | 10, BMRCL/O&MICSWI24/2012/LSMW (Vol2) 25.05.2019 |My. FRLHT 90,368.00 
Rising of height of existing SS staircase handrails at M/S. MICRON TRINITY 
plittorri Isvel SEKCWA. No.BMRCL/O&MI/CSW/2017/15/WC-KGWA (V2) 25.05.2019 ENGINEERING (INDIA) 
BYPT-Water proofing work at Training Institute No.BMRCL/O&M/CSW/L1/2016/WPW 25.05.2019 Mis. S P Enterprises 4,90,423.00 


Providing new laminate sheets to false flooring at 
Reach-2 metro stations - DINR. VIN, HSLI & MIRD. No.BMRCL/O&M/CSW/L1/33/2018/WP-AGPP/ 27.05.2019 Mis. G Vasu 2,74,175.00 


proposed walleway Jab lbordorpamung atré9eh2 No.BMRCL/O&M/CSW/2017/17/WC-MIRD 27.05.2019 |[MJs.G Vasu 483,208.00 
chainage from 80m to 2200m. 


section of Ll 


Painting works at KGWA station. No. BMRCL/O&M/CSW/L1/61/2018/RW-KGWA 28.05.2019 MIs. Buildtech Engineering Constructions 1,25,207.00 


Fabrication works at KGWA and BRCS station No.BMRCL/O&M/CSW/UG/10A/2017/KGWA 29.05.2019 Mis. Technoweld 4,715,773.00 


OSE DENS en M/s. Structwel Designers & Consultants 
3 Diaphragm Beam of Transition Spans and viaduct S1 |No.BMRCL/O&M/CSW/L1/39/2019/TTY-NDT/ 02.06.2019 Pi (77 4 8 4,83,800.00 
ment 0 i 0 97 & 190 reo £ K 


Repairs/strengthening of existing PSC Sl] segments of 
(P-165, P-197, P-199, P-202, P-205 etc.,) of Rl No. BMRCL/O&M/CSW/L1/38/2019/RS-V/24 27.05.2019 MIs. Zeecon Infratech Solutions 1,07,016.00 


er pier no. 16 0 
Painting works at UG-2 BRCS station No.BMRCL/O&M/CSW/2017/16/WC-BRCS/20 03.06.2019 Mis. Vivid Colors 1,76,875.00 


Proposed for covering gap/ openings at concourse 
level viz., below Escalator/ Staircase at different levels |[No.BMRCL/O&M/CSW/L1/41/2018/R WH-AGPP 08.06.2019 Mis. ATMA Constructions 3,09,8438.00 


at MIRD Metro station -reg 


Civil works up-gradation & rectification at SVRD & |No.BMRCL/O&M/CSW/2017/07/WC-SVRD (P2) 10.06.2019 MIS Buidteah Engineering Constetons 4.11.038.00 
HLRU station. 125 

BYPT-Proposed extension of catwalk to cover existing [7 BMRCL/OKMICSWIL1/37/2019/SBL-BYPT/31 10.06.2019 [M5 Buildtech Engineering Constructions 3,44,781.00 
wide gap at Road no. 15 of SBL. 

i oes of storm water drain along test track, [1 BMRCL/O&MICSW/L1/04/2018/MW-BYPT/109 | 10.06.2019 | M5s. Hampi Staffing Solutions 3,90,143.00 


Water proofing tratment of Expansion Joints and 
Construction joints at DINR metro station of Reach-2 |No.BMRCL/O&M/CSW/L1/47/2019/WP-EJ & CJ 11.06.2019 MIs. Shubam Tehno Build 4,62,157.00 
reg., 


Water proofing work to arrest leakage at concourse 
level (Construction joint and Expansion joint) at No. BMRCL/O&MI/CS W/2017/07/WC-SVRD (P4)-21 20.06.2019 MIS. Poornachandra Constructions 2,98,815.00 


SVRD station. 
Water proofing work at Santhe-B Canteen and other 


upgradation, rectification works at BYPH & SVRD DNRC OS NSS MI NSS NED ES): 20.06.2019 MI/S.Global Green Enterprises 408,961.00 
Metro station. 


Water a capoTecHicab on (orcSUng Worse No. BMRCL/O&MI/CS W/L1/50/2018/MAGR-B 20.06.2019 [Mys. Maap Civil Solutions 453,626.00 

boulevard near MAGR station. 

Proposed Officer Cabin at Admin block Ist floor No. BMRCL/O&M/CSW/L1/51/2018/BYPT-WTP/79 22.06.2019 MIs. V K Vision Constructions 1,41,290.00 

| 44 | Closing of pits in RBL-2 No. BMRCL/O&MI/CS W/BYPT/2016/38/CWB/222 22.06.2019 [My/s. SMD Enterprises 55,901.00 
ಗಾಕ್‌7Iರ7 
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Proposed walkway handrail painting at Reach-2 
stations of MIRD, HSLL, VIN, AGPP, DINR, MYRD 
from Platform to upto the length of 50 Mtrs., of each 
side four directions. 


Proposed for covering gap between Ecalator and 
staircsae/ wall at VIN metro station -reg 


Supply, fabrication & installation of stainless steel 
movable wheeled barricade at KGWA station. 


Proposed for covering gap between Ecalator and 
staircsae/ wall at HSLI metro station -reg 


Proposed for covering gap between Escalator and 
staircase/ wall at AGPP Metro station. 

Desludging of sewage ejector tank works at KGWA & 
BRCS Station 

Proposed treatment for expansion joint above SCR 
roof at KGWA station. 

Proposed pipe line for utilization of seepage water to 
rest rooms from undercroft seepage tank at CBPK & 
VSWA station. 

Proposed supplying and installation of rest room and 
emergency evacuation sign boards to CBPK, VDSA & 
VSWA station 


Proposed for painting of station piers and in front of 
project office in ground level at DINR Metro Station 


Proposed gate for tunnel entry near cut and cover area 
at CBPK, VDSA & VSWA station. 


Replacement of new Acrylic Roof sheet for arresting 
water leakage and also providing & installation of 
Aluminium strip wind tie on roof sheet at M G Road 
Metro Station. 


Walkway handrail painting at Reach2 stations from 
MYRD buffer end to DINR station 

Repairs/ rehabilitation of cracked/ Damaged RCC 
pedestals at Reach-1 stations 


Bore well drilling at CKPE metro station reg 


No. BMRCL/O&M/CS W/L1/42/2019%MW-R2 


No. BMRCL/O&M/CSW/2017/15/WC- 
KGWA(V2)/148 
0.B 
0.B 


No. BMRCL/O&M/CS W/2017/15/WC-KGWA(V2) 
P3/101 


No. BMRCL/O&M/CSW/L1/074/2018/VSWA- 
DGC/134 


No.BMRCL/O&M/CSW/L1/78/2018/PW-UG2/80 


No.BMRCL/O&M/CSW/2017/21/WC-DINR/ 


No.BMRCL/O&M/CSW/L1/77/2018/FW-UG2/91 


No.BMRCL/O&M/CSW/L1/46/2018/CW-MAGR/132 


No.BMRCL/O&M/CSW/L1/SSM-01/L1/55/2019/V- 
MD 


No.BMRCL/O&M/CSW/L1/51/2019/RBP 


No.BMRCL/O&M/CSW/L2-UG1/58/2019/PB- 


24.06.2019 Mis. G Vasu 


29.06.2019 MIs. Engineering & Design Concepts 


02.07.2019 MIs. Wincon Infratech Solutions 


02.07.2019 


Mis. Rajadhani Enterprises 


MIs. Radiant Technologies 


02.07.2019 


"Miscellaneous works at VSWA station No.BMRCL/O&M/CSW/L1/18/2018/CW-UG2/220 03.07.2019 MIs Sri Nandi constructions 4,50,805.00 


Mis. HCS construction 


04.07.2019 


Provision of Yoga centre in OCC-BYPT No. BMRCL/O&M/CSW/L1/53/2019/CW-0CC/52 04.07.2019 M/s. Buildtech Engineering Constructions 4,56,173.00 


Mis. PSR Structures 


05.07.2019 
08.07.2019 


M/s ATMA Constructions 


10.07.2019 Mis. S P Enterprises 
10.07.2019 MIS. Poornachandra Constructions 
10.07.2019 M/s. Maap Civil Solutions 


2,81,298.00 


No. BMRCL/O&M/CS W/L1/08/2019%/EG 29.06.2019 Mis. E & D Metaltech 4,56,615.00 


50,434.00 


No. BMRCL/O&M/CS W/L.1/46/2019/CG-ESW 29.06.2019 Mis. Engineering & Design Concepts 4,61,025.00 
No. BMRCL/O&M/CS W/2017/20/WC-AGPP 29.06.2019 Mis. E & D Metaltech 4,64,174.00 
No. BMRCL/O&M/CS W/L.1/30/2018/KGWA-WC/90 01.07.2019 Mis. Nagalakshmi Electricals 80,640.00 


4,02,864.00 


3,37,308.00 


1,83,008.00 
4,86,497.00 


3,37,323.00 
4,90,570.00 


4,98,568.00 


1,13,215.00 


Renovation of PD area at SVRD metro station No.BMRCL/O&M/CSW/2017/07/WC-SVRD-159 09.07.2019 Mis. V K Vision Constructions 3,75,000.00 
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Supply and installation of signages at BYPH Metro 
station reg. 

Proposed observatory borewell for ground water 
department at VDSA sattion chiller plant 


Proposed increasing of BWSSB water inlet bore pipe 
size 1 inch to one and half inch at VDSA station. 


Supply and fixing of Pre-cast RCC cable troughs at 
MYRD and AGPP Metro Stations 

Providing and fixing of MS railing and MS post at 
VIN Metro station to prevent parking of vehicles 
Proposed walkway slab border painting at Reach-2 
chainage from 2200m to 4600m 

Water Proofing Treatment of Expansion joints and 
construction joints at DINR and AGPP. 

Providing and installing of Aluminium wind tie on 
roof sheet at DINR metro station. 


Civil works regarding rectification and upgradation at 
BRCS and KRMT 


Water proofing work at BRCS station 


Proposed fabrication works at KGWA station 


Water proofing work at pump room roof slab & QRT 
rest room flooring at CBPK station. 

Providing SS wicket gate, barbed wire fencing, 
covering of esclator gaps and other petty repair works 
at KRMT station. 

Proposed painting for pipe lines at chiller plant of 
CBPK, VDSA, VSWA & KGWA station 

Petty repair work at CBPK, VDSA, VSWA & KGWA 
station 

BYPT- Water proofing work at IBL. 


BYPT-Internal road proposed for Bituminous concrete 
adjacent to IBL and Coach unloadinbg PF area. 


Proposed for covering gap between Escalator and 
Staircase/ wall at MIRD Metro Station reg. 
BYPT-Provision of granite flooring in Yoga centre & 
other civil works. 

Water Proofing Treatment of Expansion joints and 
construction joints at HSLI Metro station. 


Water Proofing of Expansion joints and construction 
joints at MYRD and MIRD Metro stations -Reg 


No.BMRCL/O&M/CSW/L1/44/2019MW-CVV/24 


No.BMRCL/O&M/CSW/Fire/2017-18/11/164 


No.BMRCL/O&M/CSW/2017/15/WC-KGWA (V2) 


No.BMRCL/O&M/CSW/L2-UG1/64/2019/WC- 
KRMT-32 


No.BMRCL/O&M/CSW/2017/14/WC-VSWA(CV1) 
P2/62 
No.BMRCL/O&M/CSW/UG- 
2/2016/RW/14(V2)(P1)/105 
No.BMRCL/0017/08&M/PNYD/RS/2017/147 


No.BMRCL/TRG/22/P-WAY &CSW/2012/253 


No.BMRCL/O&M/CSWL1/26/2018/EJT/168 
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Mis. C S Enterprises 


No.BMRCL/O&M/CSW/L1/20/2018/ MWR1-182 16.07.2019 Mis. MM Digital Sign 3,64,928.00 
No.BMRCL/O&M/CSW/L1/03/2019/VDSA-WTB/40 19.07.2018 M/s. KN Hi-Tech Borewells AY 


1,34,400.00 


No.BMRCL/O&M/CSW/2017/22/WC-MYRD/181 20.07.2019 M/s. Technoweld 4,27,476.00 


20.07.2019 Mis. Technoweld 1,61,560.00 


19.07.2018 


No.BMRCL/O&M/CSW/L1/18/2019/NET-WORKI/58 20.07.2019 M/s Sri Nandi constructions 4,96,137.00 


o.B 
o.B - \ 
o.B ) 


25.07.2019 MIs. Engineering & Design Concepts 3,41,330.00 


25.07.2019 


Mis. V K Vision Constructions 


No.BMRCL/O&M/CSW/L1/80/2019/WP-K&B/36 23.07.2019 Mis. Sanjeevini Building Solutions 3,17,206.00 


3,28,456.00 


> 
> 


26.07.2019 Mis. Vivid Colors 62,299.00 
29.07.2019 Mis. S P Enterprises 4,74,370.00 


31.07.2019 Mis. S P Enterprises 448,970.00 


02.08.2019 


09.08.2019 


No.BMRCL/O&M/CSW/L1/19/2019/SS-WORKS/48 20.07.2019 Mis. N Varadaraju 4,85,576.00 


Mis. V K Vision Constructions 


No.BMRCL/O&M/CSW/2017/12/WC-CBPK/185 25.07.2019 M/S.Global Green Enterprises 1,30,932.00 


MIs. Sanchita Concare systems 


3,09,522.00 


> 
೨ 


No.BMRCL/O&8&M/CSW/L1/35/2018/RWH-DINR 02.08.2019 Mis. Engineering & Design Concepts 4,97,655.00 
No.BMRCL/O&M/CSW/L1/01/2018/WB-IBL/155 06.08.2019 MIs. Buildtech Engineering Constructions 2,94,718.00 
No.BMRCL/O&8&M/CSW/2017/18/WC-HSLI 07.08.2019 Mis. SPG Solutions 4,713,280.00 


3,51,960.00 


Proposed for de-silting of storm water drain & removal 
of debris from roof (HSLI) at Reach-2 stations I.e, 
(MYRD, DINR, AGPP, VIN, HSLI & MIRD) Reg. 


No.BMRCL/O&M/CSW/L1/41/2018/R WH- 
AGPP/172 


Proposed raising of handrails at concourse level - No.BMRCL/O&M/CSW/L1/29/2017/CW/135 
KGWA Station 


Strengtheningof Diaphragm beams of Transition spans 
pier no. 70, 71, SP 01 & SP 08 at IDN station reg. 


Proposed for fabrication, false ceiling and other civil 
works at BRCS, CKPE and KRMT station. 

BYPT- Roof gutter repair works at IBL & Training 
Institute and allied works 

BYPT- Provision of rain water collection tank & other 
civil works 


Miscellaneous works at KGWA 


Civil petty repair works at KGWA station No. BMRCL/O&M/CSW/L1/87/2018/PRW-KGWA 17.08.2019 Mis. S P Enterprises 473,882.91 


No.BMRCL/O&M/CSW/L1/27/2019/IDN-SVDB 


No.BMRCL/O&M/CSW/UG/10A/2017/KGWA/268 


No.BMRCL/O&M/CSW/L2-UG1/80/2019/WC- 
KRMT-27 


Proposed fabrication and miscellaneous works at 
CBPK. VDSA. VSWA & KGWA. No.BMRCL/O&M/CSW/UG-2/47/2017/WC/308 


Providing and installation of 140mm MS vertical post 
and supplying and placing of floor mat toi CBPK, 
VDSA, VSWA & KGWA 


Rroviding:and installing of alii sup WHATS OD BMRETIOSMICSWIRSDOISHSS 20.08.2019 |Mys. Varishtha Infrastructure 3,78,000.00 
roof sheet at Magadi metro station 
B 


No.BMRCL/O&M/CSW/UG-2/07/2017/WM/264 


Supplying and installation of workstation and flooring No.BMRCL/O&M/KGWA/TR/UGIS 
works at KGWA station Traction room. 


Proposed supplying and installation "Eco solvent 
printed vinyl” Arts and signage boards to KGWA 
station 


Station painting work at CKPE No.BMRCL/O&M/CSW/L1/77/2019/PW-UG1/34 22.08.2019 M/S.Global Green Enterprises 1,36,225.00 

23.08.2019 M/s. Buildtech Engineering Constructions 4,20,124.00 
Proposed painting for walls at CBPK concourse level | BMRCL/OSMICSWIL1/08/2019/MW-UG2/67 23.08.2019 [Mys. Vivid Colors 75,578.00 
passanger movement area 


MS fencing work at B- Entrance adjacent to footpath 
at CKPE station 


542 Paver blocks, kerb stone and UPVC toilet doors works 
at BRCS, CKPE and KRMT station 


No.BMRCL/O&M/CSW/L1/48/2018/SB-KGWA/95 


No.BMRCL/O&M/CSW/L1/74/2019/WC- 
CKPE(P2)/25 


Water proofing of Expansion Joints and Construction 
joints at AGPP Metro station -Reg NoBMRCHOSMCSWEL TLD Lyk 17 


10.08.2019 


M/S. MICRON TRINITY 
13.08.2019 ENGINEERING (INDIA) 4,98,298.00 


13.08.2019 


16.08.2019 


17.08.2019 


19.08.2019 MIs. Engineering & Design Concepts 4,05,635.00 


20.08.2019 


22.08.2019 MIs. Buildtech Engineering Constructions 4,40,105.00 


22.08.2019 


M/s ATMA Constructions 


M/s. Arms Engineers & contractors 


No.BMRCL/O&M/CSW/L1/74/2019/WC-CKPE-47 14.08.2019 MIs Trident Constructions Solutions 2,53,075.00 
No.BMRCL/O&M/CSW/R1/06/2016/PWL-BYPT/234 14.08.2019 Mis. S P Enterprises 3,27,042.00 
No.BMRCL/O&M/CSW/L1/28/2019/FW-BYPT/100 14.08.2019 MIs. Bagi ventures 3,96,721.00 


M/S. MICRON TRINITY 
ENGINEERING (INDIA) 


Mis Trident Constructions Solutions 


MIs. Shri Durga Industry & Innovative 


Slope rectification work at C-Entrance roof sheet, MIS. MICRON TRINITY 
BRES station No. BMRCL/O&M/CSW/L1/81/2019/W-BRCS 21.08.2019 ENGINEERING (INDIA) 4,53,274.00 


Mis. MM Digital Sign 


23.08.2019 MIs. Sanchitha Concare Systems 


3,17,346.00 
1,24,453.00 


92,413.00 
4,24,140.00 


2,15,747.00 


> 
> 


56,355.00 


3,02,154.00 


Proposed painting for walls in concourse level, 
passenger movement area & returning walls at VDSA 
& KGWA station 


No.BMRCL/O&M/CSW/85/2019/ RW-UG2/38 


Mis. N. Varada Raju 


553 [Proposed walkway slab border painting at Reach-02 | BMRCL/OAMICSWIL1/42/2019MW-R2/29 24.08.2019  [My/s.N. Varada Raju 3,93,205.00 
chainage from 4600 m to 6350 m -Reg 
554 ER Joint treatment in roof slab at |. BMRCL/O&MICSW/L1/91/2019/W-KGWA/17 26.08.2019  [Mys. Wincon Infratech Solutions 4,92,300.00 


3,96,664.00 


> 
» 


557 |Proposed wicket gate at Platform 3 & 4, SS railing at | BMRCL/O&M/CSW/L1/87/2018/PRW-KGWA 27.08.2019 |M/s ATMA Constructions 1,89,174.00 
Island, KGWA station 


558 


559 


560 


B 
fue 


Miscellaneous civil works at Electrical room -RBL- 
104, roof sheet replacement & MS gutter repair work 
at BYPH station 


Proposed for desilting of storm water drain & removal 
of debris from roof and othee works at IDN, TTY & 
MAGR metro stations 


BYPT-Civil works at Training institute No.BMRCL/0301/TRY2017/92 28.08.2019 Mis Sri Nandi constructions 2,34,113.00 


No.BMRCL/O&M/BYPT/RS/2017/03/RCW/217 


No.BMRCL/O&M/CSW/2017/WC-IDN/ 


Maintenance of drinking water fountains at Reach-2 No.BMRCL/O&M/CSW/L141/2019MC-RO-R2 
stations for two years 2019-2020 


Replacement of cracked or broken acrylic roofing 
sheet with new acrylic sheets, repairs to galvalume 
sheet roofing & other allied works at MYRD, DINR & 
VIN Metro stations reg. 


No.BMRCL/O&M/CSW/2017/19/WC-VINR/ 


26.08.2019 
28.08.2019 
28.08.2019 


Ges POposed- Supplying and installation of NJonnetto: |S BMRELOEMICSWDOITIAIWENSWA 26.08.2019  |My/s ATMA Constructions 3,13,076.00 
fresh air shaft opening at VSWA station 


M/s. Maap Civil Solutions 


M/s ATMA Constructions 


2,96,116.00 
4,89,086.00 


28.08.2019 Mis. Good water 90,854.00 


29.08.2019 


MIs. Chothi Engineering Works 


p 
> 
> 
> 


563 [Supply and fixing of pre cast RCC cable troughs at | 0. BMRCL/O&M/ICSW/2017/17/WC-MIRD-134 29.08.2019 |Ms. Technoweld 4,58,500.00 
Reach-2 Metro stations 


565 


566 


567 


568 
569 
570 


571 


Provision of SS handrails near station entry and 
Bifurcation of wide staircase near C Entrance and 
footpath at IDN & TTY metro stations. 

Raising of SS handrails at open area of concourse level 
at KGWA station. 

Proposed MS railing and posts at VIN & MYRD 
Metro station-reg 

Water proofing work at CBPK east side AFC gate roof 
slab & VDSA SCR roof slab" 


No.BMRCL/O&M/CSW/L1/45/2018/RWS- 
IDN&TTY 


29.08.2019 Mis. N. Varadaraju 4,69,628.00 


No.BMRCL/O&M/CSW/L1/60/2018/ MW-KGWA 29.08.2019 Mis Sri Nandi constructions 4,00,571.00 
No.BMRCL/O&M/CSW/L1/47/2019/WP-EJ & CJ 31.08.2019 MIs. Technoweld 4,94,618.00 


» 
೨ 


Proposed water proofing work above meeting room, at | BMRCL/O&MICSWIL1/86/2019/CM-UG2/27 09.09.2019  |Mys. Maap Civil Solutions 4,08,106.00 
KGWA station 

Providing and installing of Aluminium strip wind Ue | {0 BMRCL/ORMICSWIL1/32/2018/WP-MYRD 09.09.2019 [Mss Varistha Infrastucture 4,97,000.00 
on roof sheet at AGPP metro station 


Printing and supply of Line-1 station drawing with 
Spiral binding-Reg. 


Provision of MS security Grill gate for restrooms in 
Santhe & other civil works in SVRD and BYPT. 


No.BMRCL/O&M/CSW/L1/31/2018/FW 
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18.09.2019 


o.B ಸ 
0.B 3 ) 
o.B 
o.B 
B 


MIs. Bagi ventures 


2,61,184.00 


No.BMRCL/O&M/CSW/L1/83/2019/SDP 11.09.2019 Mis. MM Digital Sign 97,877.00 


2,65,748.00 
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Pipeline work for connecting bore well to domestic 
tank and provision of tap for filter cleaning, supply and 
fixing of false ceiling panels 


Supplying and installation of aluminium partitiopns, [0 BMRCL/O&MICSWI2017/15/WC-KGWA(V2)P3 | 23.09.2019 [Mss Buildtech Engineering Constructions 
KGWA station TSS room 

i 05.10.2019 Mis. B.N. Satish Kumar 
Proposed SS barricade and MS hand rails works at M/S. MICRON TRINITY 
ರ No.BMRCL/O&MICSWILI/10/2017/RW-KGWA/257|  05.102019 [5 GINEERING (INDIA) 


Miscellaneous works at KGWA station 


Proposed supplying of False ceilng and Tactile to 
KGWA, VDSA & CBPK station. 

Proposed fabrication and miscellaneous works at ECS 
& TVS room, BRCS sation 


Dismantling existing false ceiling and providing new 
calcium silicate false ceiling at OCC Ist floor 


Footpath fencing work at A-entrance and concreting 
for slope rectification at CKPE station reg 


Petty works for rectification and up gradation works at 
CKPE and KRMT stations. 


Escalator and staircase gap covering work at CKPE 
and RMT stations 


Provision of sign boards at Ll stations & depot 


Supplying and Fixing of Fire rated door to CBPK 
station 


No.BMRCL/O&M/CSW/L1/KGWA-WC 


No.BMRCL/O&M/CSW/L1/2017/15/WC-KGWA 
(V2)/209 


No.BMRCL/O&M/CSW/L2-UG1/97/2019/FW-24 


No.BMRCL/O&M/CSW/L2-UG1/94/2019/SS 
WORKS-19 


No.BMRCL/O&M/CSW/L1/28/2018/SB/106 
No.BMRCL/O&M/CSW/2017/12/WC-CBPK 


19.09.2019 


19.10.2019 


MIs Sri Nandi constructions 


o.B 
.B 


MIs. Buildtech Engineering Constructions 


3,45,307.00 


2,35,502.00 


1,79,282.00 


4,97,903.00 


1,32,720.00 


No.BMRCL/O&8&M/CSW/2017/05/WC-BYPT/307 19.10.2019 Mis. V K Vision Constructions 2,59,263.00 
579 [Painting works at KGWA No.BMRCL/O&M/CSW/L1/10/2017/RW-KGWA/257 19.10.2019 MIs. Buildtech Engineering Constructions 1,52,538.00 


3,99,911.00 


No.BMRCL/O&M/CSW/L2-UG1/98/2019/MW-39 19.10.2019 Mis. Maap Civil Solutions 2,34,964.00 


19.10.2019 Mis. V K Vision Constructions 4,97,381.00 


21.10.2019 Mis. MM Digital Sign 3,66,333.00 


23.10.2019 


Ms. Indigatech Building Solutions (1) 
Pvt Ltd. 


80,167.00 


ಮ OE NOE Sans Jor EMS AIn ESR No.BMRCL/O&M/E&M/OFF-SETUP/2018/12/73 23.10.2019  |M5s. Global Interiors 47,607.00 
Provision of 20 ltr water bottle washing machine No.BMRCL/O&M/CSW-R1/20/2015/RO-BYPT/141 23.10.2019 MIs. Candid Constructions 2,15,040.00 
24.10.2019 M/s. Chem Mosil Agencies 2,98,140.00 


Application 0 Tepellent gern HF NU DINR 
Metro stations of Reach-02 (Platform, Concourse and 


DITA 


BYPT- Provision of front elevation for Yoga centre 


PTOpOSEU CIVIT WOTKS aT West SIde TVS Tali TOO 
CBPK station & ECS room VSWA & OTE duct 


[kK ALA 
> 


No.BMRCL/O&M/CSW/L1/08/2019/EG 


No.BMRCL/O&M/CSW/L1/04/2008/MW-BYPT 04.11.2019 MIs. Buildtech Engineering Constructions 1,51,717.00 
No.BMRCL/O&M/CSW/L1/03/2019/CW-CQV 09.11.2019 Mis. B.N. Satish Kumar 98,529.00 


IN No.BMRCL/O&M/CSWI/L1/91/2019/W-KGWA/60 16.11.2019  |Mys Sri Nandi constructions 2,17,334.00 
VSWA, KGWA station 


SIGS and installation of signage boards | BMRCL/O&MICSW/L1/48/2018/SB-KGWA/ 26.11.2019 |Mys. Radiant Technologies 2,05,220.00 


Proposed Repairing & modification of existing rolling 
shutter in to two half at VDSA E Entry NOBNR EDOM SILLA LY MWNSCVV/ 28.11.2019 Mis. P.S.R. Structures 81,781.00 


BYPT- Roof gutter repair works at ETU building No.BMRCL/O&M/CSW/06/2012/AMW 29.11.2019 [MJs. WATER PROOFING SOLUTIONS 3,59,391.00 
Dismantling existing false ceiling and providing new | {0 BMRCL/O&M/IDGM/OPERATIONS/2019/02 30.11.2019 |Mys. V K Vision Constructions 2,43,129.00 
false ceiling at DCC 

red Wie AOpe syste a uider Moor No.BMRCL/O&M/CSW/BYPT/2016/38/CWB 02.12.2019  |Mys. Nikhil Engineering Company 4,95,600.00 


Proposed work of Ramp for senior citizens and 
physically handicap commuters at MYRD Metro station 


Repair works at SQ-WTP & other civil works No.BMRCL/O&8&M/CSW/L1/28/2019/FW-BYPT 11.12.2019 Mis. S P Enterprises 4,00,275.00 
MS fabrication for false ceiling work at KRMT Metro 04-01-2019 Alpha Builtech 4.97.610.00 
station 

Providing and fixing Flexalum metal tile ceiling at J 

Technical cell building, PNYD 677 04-01-2019 Vishal traders 4,52,380.00 
pi usautenl WOE ob NLE SESECE 04-01-2019  [Ikonik Building Solutions 4,99,086.00 


Link line civil work at KGWA stn 16-01-2019 [Vishal waders 4,92,843.00 


Expansion joints works at R3 stations 16-01-2019 Shastha Associates 433,574.00 


Providing & fixing of SS handrails over existing 
604 staircase at C entrance & both LHS & RHS of control 7 16-01-2019 Srinivasa Murthy Harish 4,95,393.00 
room at SPRU stn 


22 
24 
605 Skirting painting works at JLHL metro stn 20 16-01-2019 Altech Enterprises 4,92,154.00 
23 
8 


593 
594 
95 


5 


596 No.BMRCL/O&M/CSW/2017/22/WC-MYRD/181 04.12.2019 Ms. Engineering & Design Concepts 4,74,319.00 


597 
598 


(9 
\o 
\O 


601 
602 
603 


Proyding dling 0} Borewell 46S dia (03°) al 16-01-2019  |Matha Borewell Drillers 435,131.00 

KRMT stn 

6 ACE cladding works at YPI station at E Entrance road 742 (A) 29-01-2019 profab India 4.70.782.00 
side & rear side bottom beams 


608 Dadoo painting works at PYID stn 742 (C) 29-01-2019 Altech Enterprises 4,94,116.0 
ಮ ZAM 'green, COlGur Dap SDS WorSaL 742 (D) 29-01-2019  |Alucoat Engineers 493,423.00 


~ 


Providing 7 Jour band & msl ks at 
611 ಸ EN EN GAINERS CSS MOLES 742 (E) 30-01-2019  |Alucoat Engineers 91, 


Painting works at PEYA stn 748 (B) 31-01-2019 Alucoat Engineers 4,91,677.0 
Mslns civil works at SPRU, JLHL & NLC stns 748 (A) 31-01-2019 Ankura Enterprises 4,89,608.0 


Making of security cabin for securities at L2 stations 754 (G) 04-02-2019 Vishal traders 7೨3 


Msins civil works at PYID, YPI & JLHL Stns 08-02-2019  [Ankura Enterprises 4,89,440.0 


Supply, fabrication & installation of staircase & bridge 
616 [tIBL & platform at ICP, PNYD 796 page 35 of 79 18-02-2019 |E&D Metaltech 492,927.00 


Providing and fixing of MS gate & MS hand railing 
for footpath at A entrance & near school building at 742 (B) 29-01-2019 E &D Metaltech 3,13,276.00 
CKPE stn road level 


612 
613 
614 

15 


6 


Application for bird repellent gel closing of pigeon S . 

entries in KVPR. SPRU & NLC stns 797 18-02-2019 Jinendra Industrial Products 4,99,554.00 
Providing and applying external wall painting near . 

APMC side & msIns works at YPM Stn 848 22-02-2019 Alucoat Engineers 4,91,097.00 

Rainwater leakage arresting works at RBL Roof level pe 21-02-2019 Shastha Associates 4,88,461.00 
Providing of safety lifeline wire rope system at Rolling 

stock at IBL at PNYD 21-02-2019 Power Tools & Tackles 4,711,811.00 
Providing and fixing safety net for SPRU, KVPR, P 
MHLI & YPM stns (R3) 846 22-02-2019 Vishal traders 4,87,353.00 


Safety handrail for escalator at MHLI stn 22-02-2019 Srinivasa Murthy Harish 4,96,519.00 


Treatment for stone cladding & application of poly R 
ethane sealant To dows radian tilde PNY 849 22-02-2019 Zeecon Infratech Solution 4,92,950.00 
SONS NL RMS Ss 853 (A) 23-02-2019  |Zeecon Infratech Solution 4,91,413.00 
for rainwater spouts in IBL building 
oe abpeauon Ge ustellagol ob platormarTe, 26-02-2019 [Engineering & Design concepts 4,91,182.00 
Repair to wall joints using epoxy & PU coating at S 
Admin building, PNYD 865 26-02-2019 Zeecon Infratech Solution 4,714,880.00 
Providing Mesh to gutters, Roof sheet joints etc., at 26-02-2019 Sil 4.98.892.00 

19 

20 

47 

46 

45 

44 

48 D fa Fa 


RBL, PNYD 


Safety handrail for escalator at RINR stn 907/51 02-03-2019 Vishal traders 498,272.00 


Sgandbakaval OSM Stall qarters chy mss work 907 /T1 02-03-2019 [MR Consultant & Engineers 4,86,074.00 
& sanitary work 

0 SUPRIYO ARHCAUGD SEIS OOS Works 907/ U1 02-03-2019 [Engineering & Design concepts 4,95,989.00 

CKPE Stn 


Civil & fabrication work & rolling shutter service & 
material replacement work at YPM, MHLL, SSFY, 
PYID, JLHL, JYN, RVR, SPGD & KGWA stns 


08-03-2019 MR Consultant & Engineers 2,42,894.00 


08-03-2019 Vinodh Enterprises & PWD Contractor 4,38,510.00 
quarters 
Providing, fabricating & installation & other civil ] . ; 
rislkis works af CEPE St 13-03-2019 Engineering & Design concepts 4,04,644.00 


Painting & other mslns civil works at SGK O&M staff 


Providing and construction of various civil works at 
R3 stnd 


13-03-2019 Vinodh Enterprises & PWD Contractor 498,104.00 


13-03-2019 Vishal traders 482,019.00 
Supply & fixing of 3M reflective tape sticker to 


PIATONS SHAS OE LINED sis 13-03-2019 Jinendra Industrial Products 2,40,362.00 


Pond work near RSS/TSS, PNYD 14-03-2019 [Vishal waders 4,94,968.00 


Providing and fixing aluminum composite partition, 
acrylic partition, aluminum door, MS frame, painting, 
core cutting & other works at PNYD 


Roof sheet joints treatment & application of silicon 
sealant for windows staircase at BSNK stn 


14-03-2019 Ikonik Building Solutions 4,63,250.00 
14-03-2019 Srinivasa Murthy Harish 4,59,7117.00 


14-03-2019 Ankura Enterprises 4,91,873.00 


Providing and fixing stainless railing, window curtains 
& enamel paint at RINR Stn 


| 
| 

Providing and fixing over head tank, aluminum 

partition, internal wall painting, signage boards, 955 - 

chainlink fencing & various civil works at YPM Stn 

Providing working platform works at Internal cleaning S P 

plant at PNYD 955 (B) 14-03-2019 S R Engineering 4 0 
9 & 
95 - 


4 


Civil & msins works from SPGD to YPM Stn 15-03-2019  [Ankura Enterprises 4,73,852.00 


Civil & fabrication works at UG-1 stations & ramps 979 (D) 15-03-2019 Engineering & Design concepts 2,20,460.00 


16-03-2019 Srinivasa Murthy Harish 484,852.00 


Providing composite water proofing, PVC sheet false 
ceiling, rolling shutter repairing, road work & other 
works at KVPR & SPGD dtnd 


Providing & fixing of chainlink fencing, floor tiles & 


NE 6 16-03-2019 Ankura Enterprises 481,022.00 


| 
Providing & laying heavy duty cobble stone, PCC, 
solid block work, plastering, rolling shutter repairing 9 18-03-2019 Srinivasa Murthy Harish 4,95,290.00 
& other works at SSFY stn 
9 
985 


3 
8 » 
stations 

Providing water proofing concrete, rolling shutter 

repairing, kerb stone painting, granite ramp buffing & 8 18-03-2019 Ankura Enterprises 4,52,992.00 
various civil works at JLHL Stn 

Providing and fixing sump tank cover, height guide 

post, granite, over head tank, rolling shutter repairing 979 (G) 16-03-2019 Ankura Enterprises 2,78,902.00 
& other civil works at YPI & NGSA Stn 

Various civil & fabrication works in PUTH, RVR, 

[ 


Supply, fabrication, installation of SS, GI handrails & 

sump cover & other mslns works at Shanthinagar 9 18-03-2019 Engineering & Design concepts 4,92,050.00 
office, CKPE & KRMT stn 

Providing & applying internal wall painting, PVC 

pipes, core cutting, M S flats, solid block work, 18-03-2019 L Somashekar 4,99,189.00 
concreting, shelter & other works at PUTH Stn y 


ನ y 
Providing & fixing M S grill work at RINR stn 15-03-2019 [Srinivasa Murthy Harish 4,98,050.00 
3 
2 


,91,182.0 
Providing SSM & soling work near RSS/TSS, PNYD 962 (A) 15-03-2019 Vishal traders 4,97,017.00 


ಗ 
Providing & laying vitrified tiles, rolling shutter 
repairing, MDF boards, Aluminum partition, glazed ಯ p 
647 OME SADIE SECS 979 (E) 16-03-2019 Srinivasa Murthy Harish 4,90,728.00 
YPM & SPRU stn 
| | 


Providing and laying heavy duty cobble stone, M S 
handrail, internal & external wall paint, PCC & other 
works at YPI Stn 


18-03-2019 Srinivasa Murthy Harish 4,61,721.00 
18-03-2019 Srinivasa Murthy Harish 4,34,898.00 


18-03-2019 Srinivasa Murthy Harish 498,050.00 


| 

- 

jack { Wi ki py 
PIM DE SUS CBUUGDE SOHO SE 991 19-03-2019 [Srinivasa Murthy Harish 4,99,667.00 
mslns civil works at YPI stn 

| 


Providing and fixing glazed door with mesh, chainlink 
fencing, M S handrail, solid block work, plastering, 
PCC & other works at RINR stn 


Providing and fixing MS hand railing at YPI Stn 


Providing and fixing MS frame, MS grill, internal & 
external wall painting, kerb stone painting, MS gate, 
concreting, debris removal, shelter & other works at 
SECE & PUTH stn 


external wall painting, chainlink fencing & other civil 


Providing & laying vinyl flooring, urinal partition, 
19-03-2019 Ankura Enterprises 4,85,394.00 
20-03-2019 Srinivasa Murthy Harish 438,491.00 


works at PYID Stn 
Providing & laying vinyl flooring, MS Sheet, Enamel 
paint, chequered plate, external paint & other works at 


MHLI & SSFY Stn 


Providing and fixing MS handrail, sump tank covers, 

663 kerbstone, sink hole repairing by removing paver 
blocks, RCC chamber cover & other civil works at 
PEYA Stn 


20-03-2019 Ankura Enterprises 4,96,093.00 


PEICCL 20-03-2019 Srinivasa Murthy Harish 4,95,040.00 


Civil and fabrication works at YPM stn 1024 (A) 23-03-2019 Vishal traders 4,99,092.00 


Application of Poly urethane sealant for window at 
RBL Elctronic room & repair to wall joints using 1024 (E) 23-03-2019 Zeecon Infratech Solution 3,10,542.00 
epoxy & PU coating at Admin building, PNYD 


Msins civil works at R4, R4A stations Line- 1024 (B) 23-03-2019 458,403.00 


Civil & fabrication works at Cleaning plant, PNYD 1024 (C) 23-03-2019 E &D Metaltech 412,001.00 


Gap covering b/n Escalator & staircase at SPRU, P/F 

of MS square mesh & platform for TOM room at 

MHLL chequered plate fixing at walkway expansion 1024 (D) 23-03-2019 Engineering & Design concepts 4,28,986.00 
joint from PYID - PEYA (Third track both up & down 


Hydrant fire pipe works at Banashankari . 
1084 24-04-2019 Safeguard fire systems Pvt Ltd 1,47,089.00 
Providing and laying and linking 50mm dia MS pipe at 
SE AC 1082 24-04-2019 [BS Engineering works 2,31,280.00 
YPI station 
Providing and fixing false ceili king at P 
EE ENS 1089 (A) 29-04-2019  |Ankura Enterprises 36,560.00 


Providing and fixing stainless railing at YPI stn on 


Civil and other MSLNs work at SGK quarters & false R . 
673 i k 1083 29-04-2019 Vinodh Enterprises & PWD Contractor 418,943.00 
ceiling works at NGSA station 
Civil and fabrication works R3, UG-1 & R4 
674 1097 02-05-2019 Vishal Trader 4,47,337.00 
Water proofing treatment parallel to the track at NLC, ; A k 
LBGH, JYN, RVR, JPN 1101 (A) 08-05-2019 Ikonic Building Solutions 3,68,088.00 
Providing and applying external wall paint, venetian . 
A 4s & othétmslns works @ PNYD 1099 03-05-2019 Vishal Trader 4,27,7189.00 
Carrying out UPV test at PUTH staion 
677 1100 03-05-2019 Stedrant Technoclinic Pvt Ltd 94,400.00 


Civil & MSLNS works at YPI 
1098 03-05-2019 Srinivasa Murthy Harish 4,95,622.00 
ACP false ceiling work at PF 1 & 2 at south side & 
glazing and ACP works at E entrance in YPI metro 1104 (A) 14-05-2019 Profab India 4,80,706.00 
station 
Civil & MSLNS works at DSH 
1110 15-05-2019 Alucoat Engineers 4,91,450.00 
Providing GI roof sheet works at YPI station 
1112 (B) 17-05-2019 Srinivasa Murthy Harish 4,85,184.00 
Supplying fabricati d installati f SCDb t 
by NES ತ 1112 (A) 17-05-2019 [Vishal Trader 4,87,200.00 
Line 2 stations 
tructi f t tP- ffice PNYD 
684 Providing and fixing of MS structural access ladder at 1142 31-05-2019 Enei ine & Desi 3.78.993.00 
RSS, and ESS building PNYD ಹ DEERE esl CONCEP ಗಸ 
Providi d applying P int and 3M stickering at 
ae 1143 31-05-2019  [Jinenedra Industrial products 439,533.00 
Line-2 station 
686 Strengthening of Diaphragm beam of transition span at 1149 (A 04-06-2019 Ame . ac 370,440.00 
PUTH & JPN (A) -06- rms Engineering and Contractors 70, y 
Rain water leakages arresting works at YPM, YPL, 
A SPRU. KRMT, CKPE, SECE 1163 14-06-2019 Seepage stoppers 4,06,644.00 
Slope correction work at KVPR, SPRU, 
688 1164 15-06-2019 Shastha associates 4,99,849.00 
Carrying out UPV test at JPN & SECE 
689 1165 15-06-2019 Stedrant Technoclinic Pvt Ltd 1,18,000.00 
Civil and MSLNS works at R4, R4A stations 
1166 15-06-2019 SLV Enterprises 4,00,776.00 


691 Rain water leakage arresting works at SPRU, SSFY, ಸ EE § ಸರನ್‌ 
NGSA at track level -Uo- eepage stoppers 66,133. 
ceiling works at PF 1 & 2 North side at 1204 28-06-2019 profab India 4.99.800.00 


Emergency water proofings in NGSA, DSH, JLHL, 

PYID. YPL, YPM & SECE 1219 29-06-2019 Seepage stoppers 18,13,280.00 
ivil & MSLN ks at &M staff t 

Cake MSDS works aipeenya CSM sale guaMeTs 1245 06-07-2019 [Vishal Trader 4,89,908.00 

Gap covering between escalator and staircase & other X . y 

works at YPM, SSFY, RINR, 1247 06-07-2019 Engineering & Design concepts 4,99,937.00 


Providing and fixing of new laminated sheet to the 

existing flase flooing in SPRU, KVPR, RINR, MHLLI 1246 06-07-2019 N varadaraju 4,28,833.00 
Civil and MSLNS works at SGK quarters 
697 1294 (B) 19-07-2019 Vishal Trader 2,24,777.00 


Providing & fixing of SS handrails at MHLI station 
1294 (E) 19-07-2019 Srinivasa Murthy Harish 3,75,371.00 


Plumbing work for watering of plants at JYN 

1294 (A) 19-07-2019 Oxera Design studio 3,50,084.00 
Rai ter leak sti ks at R3, 3A, 3B 
ea PUES ASE WIS ALS SE 1294 (©) 19-07-2019 [Seepage stoppers 4,00,794.00 


Civil and MSLNS works at PNYD 
1294 (D) 27-07-2019 Vishal Trader 1,66,861.00 


Various civil works at JLHL station 

7102 1294 (G) 27-07-2019 Ankura Enterprises 4,99,630.00 
Providing and fixing of side cladding works at YPI ಸ k 

7103 ENE 1294 (F) 27-07-2019 Srinivasa Murthy Harish 4,90,504.00 
Providi d fixing of MS spiral ladder at P 

704 oldie aud Hang ob MS spialiaddey ak Feenya 1299 (A) 30-07-2019 [Vishal Trader 487,392.00 
O&M staff quarters 


Supply and installation of advertisement boards 
Namma Metro Smartcard Topup Recharges in Line 2 
stations 1299 (B) 30-07-2019 MM Digital sign 1,00,800.00 


706 Arresting of rain water leakage at roof level and rain 1303 (A 30-07-2019 s f 4.95488.00 
water splashing work at PEYA station (4) TG SEAS BPEL Ei 


Increasing the height of compound wall over existing 
707 wall and chainlink fencing at SGK O&M staff quarters 1299 (C) 30-07-2019 Ravi kumar 411,532.00 
708 Providing Metal sheet partition work in YPI stn 1299 (D) 30-07-2019 Srinivasa Murthy Harish 4,67,544.00 
Various civil works at YPM, PYID & DSH 
709 1307 02-08-2019 Ankura Enterprises 4,72,389.00 
Various civil works at YPI station 
710 1308 03-08-2019 Ankura Enterprises 4,57,653.00 
11 


Civil & MSLNS works at PYID , YPM, MHLL, SPRU 
1310 03-08-2019 Vishal Trader 4,88,509.00 
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Arresting of rain water leakage works at roof level & 
rain water splashing work at PYID metro station 1309 03-08-2019 Seepage stoppers 4,96,250.00 
Various civil works at NGSA & JLHL station 
1317 (A) 10-08-2019 Ankura Enterprises 2,25,938.00 

Various civil works at YPM, YPI, SSFY, RINR, 1326 17- | 0820 | 2019 srinivas Mardy Harsh Mai Heh 4. | 49665900 659.00 
SPRU & SPGD station psa Muy Hs 
Rectificati f BWSSB water li ti 

ನ ರ ಈ DSB WET URE ConLKeHGn G 1330 19-08-2019 Janani Enterprises | 369000 960.00 
SSFY station 


Gap covering between escalator and staircase in KVPR 
metro station in line-2 & other miscellaneous works at 1331 19-08-2019 E & D Metaltech 3,96,698.00 
shanthinagar office 


Various civil & MSLNS works at KRMT, CKPE, 
SPGD, SPRU, RINR & MHLLI station 1343 27- | 2082019 | 2019 Srinivasa srinivas Mardy Harsh Harish 4, | 4886500 665.00 


providing and fixing modular workstation at IBL, ; 
Peenya Depot 1368 14-09-2019 |Vishal Trader 4,95,936.00 


Providing and fixing of door fixtures including minor 
repairs to fire rated doors @ SECE, JYN, RVR, 1373 17-09-2019 
BSNK, JPN & PUTH Metro station 


Gap covering between escalator & wall using 3mm 
chequered plate & MS structure frame at SSFY station 1378 20-09-2019 Engineering & Design concepts 4,02,102.00 


Providing, installation, testing & commissioning of 
safety life line system at IBL3, Peenya depot 1379 20-09-2019 Power tools and Tackles 4,71,811.00 


Providing fixtures and repairs to fire rated doors in § ಲ p § 
SPGD, SPRU, KVPR, RINR & NGSA metro stations 1381 (A) 23-09-2019 Building solutions India Pvt. 4,65,976.00 


Indigatech Building solutions India Pvt. 


Ltd, 4,93,440.00 


Providing & fixing of RO watertank stands, GI gutter, 

installation of door at ECS room pump room & GI 

cable tray and other MSLNS works at KRMT, CKPE, 1390 25-09-2019 |E&DMetaltech 1,34,020.00 
KVPR & SPRU station 


water proofing works at ladies and gents rest room in \ RR | 
F 1391 27-09-2019 Ikonik building solutions 1,85,674.00 
LBGH station 
Providing and fixing stainless steel handrail work on P 
footpath at PEYA station 1407 7-10-2019 Vishal Trader 495,275.00 


Arresting rain water leakages through the Galvanized 
aluminum / polycarbonate sheets of RBL roof level 1415 22-10-2019 Ashika Epoxies 4,93,026.00 
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Details of route maps train timing boards, fare chart 
boards, safety sign boards from NGSA to PUTH 1389 25-09-2019 Spectran Digital Sign 2,75,038.00 


Civil and MSLNS works at LBGH & PUTH, roof 

sheet work in RVR and drip water supply to IBL in 

PNYD, ECP boards, False ceiling, window curtains 1416 22-10-2019 Vishal Trader 4,61,754.00 
and rolling shutter repair at SPGD 

Providing, laying, and linking of 100mm dia GI pipe 

from BWSSB main line to SSFY metro station 02-11-2019 B S Engineering works 481,244.00 


Ciuband MSLNS Woks RGR sano Lng +2 1434 04-11-2019 |SURYA interior solution 260,105.00 
Track level Expansion Joint, Joint treatment using 1450 09-11-2019 Adikesh A R 4.909.941 00 
epoxy Etc., in R3/R4 Stations ak SEE Ain 


Construction of new compound wall near PNYD 1448 (G) 09-11-2019 Shukran Traders 4,37,012.00 


Slope correction work at SSFY, SPRU & YPI station 
1448 (F) 11-11-2019 Adikeshava Agencies 4,99,987.00 
Proposed UPVC partition for PD panel at NLC 
1457 13-11-2019 Shukran Traders 1,29,548.00 


Plugging, mesh application, polymer grouting and 

735 coving works at SSFY, DSH, KVPR, BSNK, & PUTH 1459 18-11-2019 Adikeshava Agencies 482,653.00 
station 
Construction of load baring wall with concrete solid 

736 |bolcks at PUTH & NLC, false flooring at SPRU, 1465 19-11-2019 Shukran Traders 488,521.00 
colour asbesteros sheet at SPGD 
Providing and laying concrete kerb at PYID 

737 1472 21-11-2019 Shukran Traders 4,95,709.00 
Providing and fixing SS handrail aluminum louvers, 

738 roof sheet self treaded window grill at PYID, DSH, & 1486 27-11-2019 Shukran Traders 4,93,158.00 
YPI 
Providing and fixing of MS gate for footpath at C . S K 

Cterince at PUTH 1487 27-11-2019 Engineering & Design concepts 2,80,284.00 


Providing and refixing of PVC pipe aluminium 
chequered plate acrylic sheet MS bollards at R3, 3A, 1488 27-11-2019 Muniyappa venkatesh gowda 4,87,338.00 
3B 


3B, stations 

Removing of old damaged OHT floor tiles rolling 

shutter repair suaser drain, MS chequered plate at Ankura Enterprises 4,92,447.00 
PYID, PEYA, YPI, NGSA, DSH & JLHL 

Providing and fixing of MS pump, refixing of MS 

chamber cover, MS pipe cutting and grinding and RKN construction & Engineering works 4,93,481.00 
other miscellaneous works at R3A/ R3B stations 
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752 


1753 


1756 


760 


761 


Providing and fixing aluminum frame, rolling shutter 

repair & SS stand at R3 stations, MS safe guard 

protection and other works at R3A / 3B stations and 03-12-2019 Shukran Traders 4,99,454.00 
chainlink fencing near 3rd rail in PNYD 

Providing and fixing of PVC pipe, MS mesh, MS 

ಭ್‌ ಸ py ಸ BN ki bk ಸಟ 
toughened glass works at reach 3 station 


Providing and fixing UPVC door and MS gate work at 
SOE IS ISIS UELG Ho BMS IE WOES 1514 04-12-2019  [Muniyappa venkatesh gowda 3,08,716.00 
line 2 stations 


Maintenance work in peenya staff quarters 1518 (A) 05-12-2019 Shukran Traders 4,93,361.00 


Providing and laying PCC, vitrified tiles, block work, 
chainlink fencing and UPVC door work at R3/3A & 1518 05-12-2019 RKN construction & Engineering works 4,54,801.00 
3B station 


Undulation correction on track & track level expansion 1533 ಗ್‌ ನ ಸ ನ್‌್‌ 
joint work at BSNK & JPN stations x asta assocl1ales y 
ivil and maint k at SGK staff quart 

DAES WE 1546 17-12-2019 Vinodh Enterprises & PWD Contractor 448,169.00 
Conducting road survey from NGSA metro station to 1535 (A A ಮ 
JLHL metro station (A) ನ allmark Surveys 000. 
P-way rest room plumbing work at PNYD & other 

msins works in R3 &R3A 1550 18-12-2019 Shukran Traders 4,73,379.00 


Providing and laying paverblock at LBGH & painting 

below PFs at BSNK, JPN & PUTH stations 1556 20-12-2019 Shukran Traders 4,98,380.00 
Gap covering between escalator and staircase using 

MS frame & aluminum chequered plate at LBGH, 1555 20-12-2019 E &D Metaltech 4,63.959.00 
SECE & RVR station 

Gap covering between escalator and staircase using 

MS frame Aluminum chequered plate at BSNK station 1557 20-12-2019 Engineering & Design concepts 4,83,305.00 
Supply and placing of Flower pots and decorative No.BMRCL/O&MICSW/24/2012/LSMW (Vol2) 01.01.2020 MIs. Poorvika Landscaping & Gardening 1,82.000.00 
plants at TTY to MAGR median level-reg. Developers 

Proposed removal of gate at Tunel entry near cut and |No.BMRCL/O&M/CSW/L1/77/2018/FW-UG- 

cover area at CBPK, VDSA & VSWA station 03.01.2020 Mis. P.S.R. Structures 1,39,776.00 
Deweeding, cutting of bushes, removal of debries in 

the viaduct median and near station premises from No.BMRCL/O&M/CSW/L1/18/2019/Net-work 10.01.2020 M/s ATMA Constructions 2,24,537.00 
MYRD Buffer-End to MIRD-BRCS Ramps 

Printing and supply of Line-1 station (Architectural) | BMRCL/O&MICSW/L1/83/2019/SDP/42 17.01.2020 |My’. MM Digital Sign 89,419.00 
drawing with Spiral binding-Reg. 

Proposed Expansion joint treatment in roof slab at | {5 BMRCL/O&MICSW/L1/85/2019/RW-UG2/89 18.01.2020  [MyJs. Zeecon Infratech Solutions 3,81,688.00 
KGWA station 

roposed eration of station Name board at KOWA. [0 BMRCL/ORMICSWIL 1/6920 MPYoKGWA 20.01.2020  [MJs. Radiant Technologies 74,214.00 


a of downtake pipe at CBPK, VDSA | BMRCL/OAMICSW/L1/18/2018/CW-UG2/255 20.01.2020 |[Mys. Rajadhani Enterprises 84,952.00 


Miscellaneous works regarding rectification of fencing | BMRCL/TRG/22/P-WAY &CSWI2012 24.01.2020 |[My/s.C Doraswamyraju 3,60,796.00 
work at BYPT depot 


. ’ 0.B y . 
HR LEBER NDSA VSM No.BMRCL/O&M/CSWI/L1/86/2019/CM-UG-2/73 23.01.2020 |Ms Sri Nandi constructions 1,36,065.00 


BYPH SQ Renovation works No.BMRCL/O&M/CSW/L1/34/2018/CW-SQ 24.01.2020 Mis. S P Enterprises 4,13,189.00 


Proposed alteration of SS Hand rails at KGWA PF 3 & BMRCL/O&MICSWI/L1/91/2019/W-KGWA 


Proposed Bifurcation of staircase with SS Handrails at 
PF3 & PF4 location at KGWA station. 


Dismantling the existing tiles on subway steps and 
laying new granite at BRCS station (E-entrance) 


Providing and fixing new aluminium doors, vertical 
blinds for windows, tactile and other miscellaneous 
works at BRCS station 


Station painting work at CKPE and KRMT stations 


level, Passenger movement area & returning wall at 
CBPK, VDSA, VSWA & KGWA station 


Landscaping work in the median from Trinity Circle to 
Anil Kumble Circle including station area. 


Proposed for Supply and installation of various size 
signage boards in Reach-1 and reach-2 Metro station 
reg. 


BMRCL/O&M/CSW/UG2/2016/RW/14 (V2) (P1) 


BMRCL/O&M/CSW/L1/81/2019/W-BRCS 


No.BMRCL/O&M/CSW/L1/62/2019/CW-BRCS-85 


No.BMRCL/O&M/CSW/L1/77/2019/PW-UG1 


No.BMRCL/O&M/CSW/L1/78/2018/PW-UG2 


No.BMRCL/O&M/CSW/24/2012/LSMW (Vol2) 


No.BMRCL/O&M/CSW/L1/79/2019/L1-R2/ 


06.02.2020 
01.02.2020 
08.02.2020 


M/S. MICRON TRINITY 
ENGINEERING (INDIA) 


MIs. Buildtech Engineering Constructions 


Mis. V K Vision Constructions 


06.02.2020 Mis. P.S.R. Structures 40,555.00 


1,30,498.00 
4,29,862.00 


14.02.2020 MIs. C Doraswamyraju 1,01,632.00 


19.02.2020 


20.02.2020 
22.02.2020 


MIs. C Doraswamyraju 


MIs. Poorvika Landscaping & Gardening 
Developers 


Mis. MM Digital Sign 


4,97,580.00 
1,20,000.00 


4,02,263.00 
87,432.00 


Proposed ramp 107 WEISS RAIL MOYEISDEI EOWA J BNIRCTIOSMICSWIE S900 IS IPNEKGWA 25.02.2020 |Mys. V K Vision Constructions 4.30,898.00 
Station south side (Chick Lalbagh Side) 
Providing and fixing false ceiling at CKPE station reg. |No.BMRCL/O&M/CSW/L2-UG1//98/2019 MW i 


Providing MS chequered plate cover over openings at 
undercroft and aluminium ladders for sumps at CKPE 
and KRMT station. 


BYPT-Provision of ramp at OCC DG room entrance & 
P.way store and other miscellaneous works 


Proposed touch up painting for walls in Concourse 
772 


No.BMRCL/O&M/CSW/L1/74/2019/WC-CKPE 


No.BMRCL/O&M/CSW/L1/04/2018/MW-BYPT 


04.03.2020 M/S.Global Green Enterprises 3,36,907.00 


04.03.2020 
06.03.2020 


M/s. Maap Civil Solutions 


is of sign boards & suckers; at BYFH Salt | BMRCLOGMICSWILIDSDOTSISBILGK 11.02.2020 [M5 MM Digital Sign 95,340.00 


Mis. S P Enterprises 


3,33,537.00 
1,38,144.00 


BYPT- Driving gear box Jig mounting foundation and | BMRCLIORMIOOI7ICESW/2019/42 10.03.2020 |MIs. G. Malkappa Reddy & company 2,07,569.00 
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Petty work at CBPK, VDSA, VSWA & KGWA, Dh BREEN CSW DESMA 13.03.2020 Mis. C Doraswamyraju 2,69,884.00 
Proposed Fabrication, supplying and installation of No.BMRCL/O&M/CSW/L1/87/2018/PRW- R ; 
§S_ Barricade at KGWA station KGWAI/163 12.03.2020 Mis. Micro Power India 4,52,339.00 


Service & AMC for 500 LPH RO plant installed at [0 BMRCL/OAMICSWIR1/20/2015/RO-BYPT/191 13.03.2020  |[Mys. Aquashine 128,472.00 
BYPT depot -reg 

Proposed removing of existing falling granite, 

plastering and texture painting at lift location VSWA |No.BMRCL/O&M/CSW/L1/103/2019/CW-C&V 16.03.2020 MIs. Benja Constructions 4,95,701.00 
stn., 


UPR IYIRS AD NSLETaHGH OF ROO DEY AUG No.BMRCL/O&M/CSW/L1/85/2019/RW-UG2 16.03.2020 |My’. MM Digital Sign 2,52,410.00 

Transparent vinyl signage to UG station 

BYPT-Water proofing treatment at roof level at RB | BMRCL/O&MICSW/BYPT/2016/38/CWB 09.05.2020 [MJs.S P Enterprises 4,34,668.00 

& allied works 

_ ಮ ESTE OLR S a Lang No.BMRCL/0301/TRI/2017/135 09.05.2020 |[Mys. SP Enterprises 3,05,240.00 
N 


BRCS station painting and stattcase bifurcation With. J BRIRCLIOKMICSWI2O17I6/WC BRCS (P3) 12.05.2020  [Mys. Micro Power India 1,58,487.00 
SS handrails at E entrance 


o.B 
o0.B ; | 
o.B » 
o.B 


AME for drinking water fountains UG] & UG2 No. BMRCL/0012/O8M/2020 26.05.2020 MIs. Vishnu water Solution & Electrical 1,87.040.00 
stations Sales & Service 

AMC or cleaning of sewage, tanks located below Me BMREL00I3/OEMIOD 01.06.2020  |Mys. Nagalakshmi Electricals 242,727.00 
sewage ejector room at Underground stations. 

BYPT- Provision of roof wind ventilators & canopy | BRCLIORMICSW/LL/53/2019/CW-0CC 04.06.2020 |My. V K Vision Constructions 3,08,906.00 
for Yoga Centre and other civil works at OCC 


PU grouting work for Root slab & RCC wal MOTE J BNRCLOMSIOEMEOOSS 05.06.2020 | Ms. Sundharam associates 479,875.00 
duct and ECS room at CKPE station 

Provision of shickers & Danner shes dE LMeT #2 |S BMRCLIOSMICSWROIAPSR-I 10.06.2020 | M/s. R & MM Enterprises 2,60,400.00 
metro stations with refernce to COVID-19 


Boyton 08 SS HAMS and MAY SBKSLON HDOTAL | BNRETTOENMICS WILE DOITREM 10.06.2020 |[Ms. Candid Constructions 1,81,692.00 
AFC gates at Line-1 & 2 metro stations 


Water proofing work at VDSA SCR room No.BMRCL/O&M/CSW/L1/104/2019/CW-V&V 10.06.2020 MY/s. Sundharam associates 2,66,750.00 
Printing and supply of Line-1 station (Architectural) [1 BMRCL/O&MICSW/L1/83/2019/SDP 12.06.2020 |My’. MM Digital Sign 98,284.00 
drawing with spiral binding. 

Proposed de-silting of ground level storm water drain [1 BMRCL/O&MICSWIL1/29/2017/CW/170 16.06.2020 [M5. P.S.R. Structures 95,536.00 
CBPK, VSWA & KGWA stations TN 1 Hn ೨30; 


| 
ನ for painting of station entrances of reach-2 | BMRCL/O&MICSW/L1/42/2019MW-R2 14.05.2020 |MJs. HCS construction 4.49,826.00 


Proposed Replacement of damaged toughened glass & 
FHC glass at CBPK, VDSA, VSWA & KGWA station 


801 |P"oPosed marking on Floor for social distancing by | 1 BMRCLJOAMICSW/L1/18/2018/CW-UG2/286 18.06.2020  |MJs.C Doraswamyraju 2,61,360.00 
using 3M sticker abd petty works at UG station 


Provision of MS frame and vinyl sticker with radium 
on ACP board at station entrance at Ll] stations. 


803 [Proposed supplying and installation of Signage boards | 1 BMRCLJOAMICSW/L1/85/2019/RW-UG2 22.06.2020 |Mis. Radiant Technologies 1,13,378.00 
to Platform 3 & 4, KGWA station. 


Proposed cleaning of saucer drain, touch-up painting No.BMRCL/O&M/ICSWIUG 


and JDISOnEY work at KGWA, CBPK, VDSA & 2/2016/RW/IA(V2(P1)/187 22.06.2020 Mis. P.S.R. Structures 1,07,720.00 
VSWA Station. 


805 NE DE work at Baiyappanahalli depot | 10 BMRCL/O&MICSW/2013/CWR-1 25.06.2020 |Mys. S P Enterprises 3,88,255.00 


No.BMRCL/O&M/CSW/L1/44/2019MW-CVV/110 18.06.2020 Mis. V K Vision Constructions 1,46,199.00 


No.BMRCL/O&M/CSW/L1/64/2018/MW-BYPH(V2) 19.06.2020 Mis. Candid Constructions 2,71,258.00 


Proposed pipe line work for rest rooms and No.BMRCL/O&M/CSW/2017/14/WC-VSWA (V1) 
Miscellaneous works at VDSA and VSWA station. P2/119 


g07  |Providing M.S, Clips for fixing of cable tough coves’ | BNMRCL/ OEMICS WILLS DOISINet Work/l00 30.06.2020 |Mss. Technoweld 421,424.00 
at Track level at Reach-2 stations reg 


26.06.2020 MIs. Rajadhani Enterprises 2,66,089.00 


De-silting ofstorm drains, roof gutters and rolling 


De-silting of storm water drain at reach-2 Stations i.e., 

(MYRD, DINR, AGPP, VIN, HSLI & MIRD) and de- 

weeding, cutting of bushes, removal of debries in the |No.BMRCL/O&M/CSW/L1/40/2018/PCW-R2 01.07.2020 MIs Sri Nandi constructions 4,58,090.00 
viaduct median and near station premises from MYRD 

buffer end to MIRD-BRCS Ramp. 

shutter repair works at BRCS, CKPE and KRMT RRR Mis. V K Vision Constructions 1,46,029.00 


stations. 


810 LG stickers with Entry instructions at Ll & | 10 BMRCL/ O&MICSWIR1/26/2014/SB/212 03.07.2020 |M/s.R & MM Enterprises 77,347.00 
&s uP EBEOMSOR OL IQOUSPEAE HAD Waslins No.BMRCL/O&M/CSW/R1/06/2016/PWL-BYPT 23.07.2020 |MJs. Engineering & Design Concepts 83,888.00 
arrangement -Reg 
Proposed strengthening of louvers and miscellaneous |No.BMRCL/ O&M/CSW/2017/15/WC- 
LABS SN EEN KON 24.07.2020 |[Mis. P.S.R. Structures 1,48,742.00 


BYPT-Rolling shutter repair & servicing No.BMRCL/O&MI/CSW/L1/03/2017/R&M/280 03.08.2020  |[M/s. Candid Constructions 1,03,824.00 
BYPT-Repainting of epoxy flooring at IBL No.BMRCL/O&M/CSW/L1/01/2018/WB-IBL 08.08.2020  [Mys. Civil Core Projects Pvt ltd., 487,245.00 


gis. [Proposal for dedicated oyethead tank and water SUPPLY. | BNRCLYORMICSWILIIS6IZOISIEMEUG2 12.08.2020  [M5. Rajadhani Enterprises 2,57,486.00 
line to west side rest rooms at KGWA station. 
pe (PU grouting) at CKPE and KRMT | 10, BMRCL/OAM/CSW/L2-UG1/78/2019/MW 21.09.2020  |Mys. Buildtech Engineering Constructions 471,128.00 
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Provision of vinyl] sticker on sunboard at AFC gates 
with SS framework and vinyl sticker with radium 
letters on ACP board with MS framework at UG 
stations-reg 


ನ Effluent Treatment Plant (ETP) at | 10. BMRCL/O&MICSWI/26A/2014/AMC.Tender/189 | 05.10.2020 3,40,032.00 
19 [Proposed closing of Gap between escalators from PF | 10. BMRCL/O&M/ICSWIL1/77/2018/FW-UG2/128 22.10.2020 |[MIS.E&D Metaltech 461,138.00 
toGLatPF1 &2, KGWA station. 
Water proofing works at baiyappanahalli staff quarter - p 
820 | No.BMRCL/O&MI//ICSW/R1/25/2014/BSQM -V2 23.10.2020 |M/s. RR Enterprises 3,92,232.00 
Trainees rooms 
821 ಮ Covid-19 awareness roll up standees at |PRCL/OAMICSWIL1/28/2018/SB 06.11.2020 |M/s.R & MM Enterprises 77,056.00 


Water proofing (PU grouting) at ASS room, concourse 
Escalator paid area, at KRMT and A entrance BMRCL/O&M/CSW/L1/74/2019/WC-CKPE 01.12.2020 M/s MAAP CIVIL SOLUTIONS 4,00,000.00 
escalator, north concourse at CKPE Station reg. 
jos | Eabricanon-ondisupply.oL slalnlegsseel rE 205 No. BMRCL/O&MI/CSW/2017/1 1/WC-MAGR (P2) 15.12.2020 |MIS.E&D Metaltech 2,05,249.00 
cabinet at M G Road Metro station of Reachl 
ina SASSI OH GRAS abate No. BMRCL/TRI/032/2020 17.12.2020 [My/s.SP Enterprises 99,086.00 
25 . i 


No.BMRCL/O&M/CSW/R1/26/2014/SB 03.10.2020 MIs. Candid Constructions 79,738.00 


RG SI AMER USAR LED No.BMRCL 0021 O&M 2020 30.12.2020 |Mys. Aquashine Technologies 2,81,332.00 


Proposed removal of blockagees from Track level 
826 [cross drains at CBPK, VDSA, VSWA & KGWA BMRCL/O&M/CSW/L1/87/2018/PRW-KGWA/182 21.12.2020 MIs. Rajadhani Enterprises 72,240.00 


stations. 


827 Water proofing work at Admin block, ETU & IBL No. BMRCL/O&M/CS W//2013/WP 28.12.2020 Mis. RR Enterprises 3,92,232.00 
Gap covering between escalator and staircase using 
MS frame and aluminum chequaered plate at NLC, 1589 (A) 06-01-2020 Engineering & Design concepts 3,39,574.00 
JYN & BSNK stations 
tructi f for physically chall d pers 
EN ARE NLS 1601 10-01-2020  [Shukran Traders 4,95,761.00 
at PYID station ( inside) 
ivil & wall painti ks at Admin, RBL & ETU i 
i 1625 17-01-2020  |Shukran Traders 3,70,718.00 
peenya depot 


Formation of new service road, median and drainages 

831 in R3b (JLHL station to NGSA station) cutting trail 1627 18-01-2020 Sri Sai Ram Constructions 4,718,240.00 
Water proofing work inside restroom at SGK staff 
quarters & roof sheet plugging and pre punch hole at . 


Investigation and design of new servce road from STAR f fied 
Jalahalli metro station to Nagasandra metro station to 18-01-2020 ಹ ELE 96,288.00 
soil training academy 


be taken up by BMRCL 


Providing and fixing of MS Structure frame and 

roofing sheet for Emergency exit staircase at RINR Stn 

(Near Bhima Jewellery) and gap covering at SPRU & 23-01-2020 Engineering & Design concepts 
NLC Station & G I round wire for granite slab at 

PNYD building Terrace 

Providing M S Tubular frame work for parking of 

TMHP Vehicle 2 numbers near DCO Stores at Peenya | . R 

Depot 27-01-2020 Engineering & Design concepts 


838 Fabrication work to protect BBM wall below PFs at 28-01-2020 Al li 
RVRD metro stations Package - iii i 
Work station & Storage units at ETU Traction Stores 30-01-2020 SN 
& Rooms in Peenya Depot 
providing of safety life line wire rope system at IBL 
30-01-2020 Power tools and Tackles 
Bay-2 
Driving gear box jig mounting foundation and pit work 
in RBL, PNYd 27.01.2020 Shukran Traders 


Providing office cum store to Pway at PYID Stn 31-01-2020 Vishal Trader 


839 
840 
841 
842 
843 
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ಮ offices to CSW at PYID & SSM at PEYA ERE RE 
8 Treatment for expansion joint on RCC roof at IBL & 12-02-2020 slik Eno 
RBL, PNYD - shika Epoxies 
Drilli fB 1 dia (6.5") in LBGH st 
ಹು Si SU 15-02-2020 MS R Borewells & pumps 


846 [Water proofing work for rest rooms at SGK gtrs 17-02-2020 seepage stoppers 


Drilli fB 11 165mm dia (6.5") in YPM st 
a is 19-02-2020 [MSR Borewells & pumps 
Providing and fixing MS Spiral ladders to staff | 
1740 10.03.2020 Vishal Trader 
quarters at Peenya 


7] 
75 
1760) 705-3020 [Shasina Associa 

[7 


g TE partition room for train operators at NGSA 1767 18-03-2020 Sin Trader 


Providing Bird repellent discs for peenya depot 1773 20.03.2020 |Shukran Traders 484,646.00 
Providing bird repellent discs for PNYD 1773 20-03-2020 [Shukran Traders 484,646.00 


UPVC partition for lunch & HK store room at PUTH 
856 1788 21-03-2020 Shukran Traders 4,98,969.00 


Providing and installing of pre painted galvolume iron 
trapezoidal profiled sheet near DCO store peenya depot 1789 23.03.2020 Shukran Traders 4,99,357.00 


Civil & msns works at NGSA Stn 1791 24-03-2020 [Vishal Trader 3,49,987.00 
Page 48 of 79 


848 
849 
850 
851 
852 

53 


P & Ltiles in NLC, UPVC partition at SECE & UPVC 
859 doors at BSNk & SECE stns & other works in PNYD 1792 24-03-2020 Shukran Traders 4,98,437.00 
Supplying and installation of SOLPH RO system at 
860 |PUTH Stn & SO0LPH RO system at Peenya depot 1793 26.03.2020 Vishal Trader 3,60,640.00 
Providing and fixing false ceiling and door to stores, 1801 04.05.2020 Shukrat Traders 3,49.690.00 
Peenya depot 
gods SJE ANG EDS ENS DODO CADIS 1802 04.05.2020  [Ankura Enterprises 4,98,034.00 
SE's workstation room at PEYA station 
863 Construction of New shed for storing inflammable oils 1803 05.05.2020 EE 4.99.994.00 
in drums at IBL, Peenya depot 
Rain water leakages arresting work at SPGD station 1817 14.05.2020 Seepage Stoppers 4,99,445.00 
Supplying of water for maintaining garden near Y 
865 Junction and providing Manure, insecticide, herbicide 1818 14.05.2020 Shukran Traders 4,53,880.00 
& urea at Peenya depot 
Civil and maintenance work at SGK staff quarters 1819 14.05.2020 Vinodh Enterprises & PWD Contractor 4,39,586.00 
Providing and applying paint, Bollards fixing, MS 
867 frame with mesh to FHC & Landscape work at PUTH 1829 20.05.2020 Srinivasa Murthy Harish 
stn & other works at JPN & NLC stn 
Plumbing work at PNYD & providing tree guards at 
PUTH stn & Corona virus banners to all stations 1850 0 Spud Eades 
Various civil works at YPI, DSH, JLHL & PYID oi 20.05.2020  [Ankura Enterprises 
Station 
| 


Civil & msln's works at R4 & R4A station 1834 21.05.2020 Srinivasa Murthy Harish 4,99,508.00 
Civil & msin's works at R4 & R4A station 1840 23.05.2020 3,17,721.00 


Providing & fixing of Door fixtures for fire rated doors R ಸ p 2 

at MHLL SSFY, YPM & JLHL 1863 02.06.2020 Indigatech building solutions india pvt ltd 
Rest room floor tiles leakages & roof sheet leakages ; 

water proofing at SPRU, KVPR & RINR Stations 1303 3002020): Shasta sO 

Plugsing Fl DESL Id CONS ES AMELIE 1870 04.06.2020 Construction care chemicals 

RINR station 

Attending expansion joints & gutter joints at YPM & 1871 05.06.2020 Ried sb enciaS 

SSFY Station 

Urgent repairs required to compound wall for old 

casting yard of Reach-3 on watch factory road near 1872 05.06.2020 Vishal Trader 

Peenya Depot 

Plugging and mesh application work at DSH Station 1892 17.06.2020 
Water proofing work at NLC, LBGH, JYN, RVR, | . 

BSNK & PUTH Stations a 19 of 79 18.06.2020 Adikeshava agencies 4,99,016.00 


Providing and fixing UPVC partitions to Traction 
room & AM office room at PNYD 1900 18.06.2020 Prashanth Impex 498,200.00 


Providing & installing touch soap dispenser inside rest 
880 rooms & steps to be followed for entering namma 1901 18.06.2020 Vishal Trader 4,99,376.00 
metro station board in line-2 elevated stations 
Providing Bird/pigeons repellent discs / boards for 
SPRU. KVPR. RINR stations 1914 23.06.2020 Prashanth Impex 4,87,872.00 
Msln's works at PEYA O&M staff quarters, No 
882 parking board at R3b medians & gardening work at 1917 24.06.2020 Vishal Trader 498,664.00 
RINR station 
Providing and fixing 3M stickers (Yellow! white) at S ; 
R3, R3A & R3B metro stations (13 Stations) 1926 27.06.2020 Jinendra Industrial products 4,99,027.00 


High level gutter cleaning in Line-2 elevated stations 
& providing and fixing 3M stickers (yellow) at R4 & 1927 29.06.2020 CMA Impex 3,65,064.00 
R4A metro stations (8 Stations) 


MSLN's works at R3A/R3B & PNYD 1959 (A) 15.07.2020 Shukran Traders 4,92,783.00 
Water proofing work at PUTH, NLC & RVR 1962 18.07.2020 Ikonic Building Solutions 4,03,670.00 


Repairs to roof with available GA Sheet & Providing 
self driven screws, Nylon washers etc on existing 1964 18.07.2020 Shukran Traders 3,09,312.00 
rafters at PEYA Station 


Civil & msln's works at R4 /R4A/R3A stations 1965 18.07.2020 VSM Infrastructure 4,97,740.00 


Civil works at JYN, RVR, BSNK, JPN, LBGH & NLC 1963 18.07.2020 3,31,457.00 


MSLN's works at PEYA staff qtrs & PNYD 1971 28.07.2020 Shukran Traders 4,99,264.0 


go | SeDBS Tone Sues Bamlie Sone OE MOS 1972 28.07.2020  JAnkura Enterprises 4,62,804.00 
at R3A/ 3B stations 
Repairs to roof with available GA Sheet & Providing 

892 self driven screws, Nylon washers etc on existing 1995 25.08.2020 Prashanth Impex 4,02,139.00 
rafters at JYN Station 
Rest room floor tiles leakages at IBL, PNYD & 

893 balance water proofing works at MHLLI, BSNK, 2015 12.09.2020 Shastha associates 4,97,211.00 
LBGH, DSH, RINR & JPN Station 
Providing tool room & vertical sheet cladding at PNYD 

894 2013 14.09.2020 Prashanth Impex 4,81,151.00 

Civil & mslns works at PEYA Staff Qtrs, PNYD etc 2022 21.09.2020 Shukran Traders 4,97,828.00 

goers | WEL Drooling Wore on AFC gales a0 cqaipienl 2025 24.09.2020 [Construction coatings 4,97,593.00 
rooms at R3, 3A & 3B stations 

go | MSLNS sol Works & ros ro0htlops ples Water 2032 06.10.2020 [Vinod Enterprises & PWD Contractor 4,99,941.00 
proofing works at SGK Qtrs 


props Supp yes ovale ypebanigades to 2042 22.10.2020 [E&D Metaltech 4,73,395.00 
R3 metro stations 

Disposal of debris & rising of MS frames for fencing 

itioCoE INN sonal NGSAatioD 20548e 50 of 79 21.11.2020 VSM Infrastructure 4,98,276.00 


Civ, SNSEN Swot se EU, NLC, LRG PENG 2071 07.12.2020 [VSM Infrastructure 497,254.00 
SECE Stations 


Water proofing work in Platform level avoiding F A 
leakages: on ALC gates & ASS soonatK3. 3B staicns 2076 12.12.2020 Construction coatings 4,92,582.00 


MSLN'S works at ground level & arresting bird entry, p 
| 9 | at R3A & R3B Stations 2075 12.12.2020 Ankura Enterprises 4,99,413.00 


Civil & MSLNs works in Line-2 stations 2079 (A) 19.12.2020  [Aipha Builtech 4,99,667.00 


Providing and fixing birds/pigeons repellent 
discs/boards for BSNK, JYN, NLC & PUTH stations ರ ToL MUR TdeTs I 


Msln's works at R4/ R4A stations (CMRS inspection) 2089 28.12.2020 VSM Infrastructure 2,47,371.00 


Sl. No. Name of the Work Work Order No. DatspE WorE Name of Agency Works Order 
order Amount in “Rs.” 


Walkway hand rail painting at reach 2 stations from BMRCL/O&M/CSW/L1/SSM-01/L-1/55/2019/V- 

MYRD buffer end to DINR Station. MD/W.O No.01 WARIS MSE EREERERGES ಸತರ 

2 [Calibration of Hydraulic jacks (200 Ton) capacity & | pNRCLIOMICSW/L1/36/2017/HI/W.O. No.02 rans. [SSS LOLA Hea EDelecHng EYE 23,600.00 

certification by approved agency Ltd. 
BeDaus Se BD aLOn 0 CL Dang ec RCE BMRCL/O&M/CSW/L1/51/2019/RBP/W.O. No.06 30-09-2019  |Mys. Ashika Epoxies 67,200.00 
pedestals at Reach-1 stations 
Treatment for Expansion joints at Station Pier 08 IDN BMRCL/O&M/CSW/L1/50/2019/SDBT-P71/W.O. 01-10-2019 Mie Mani Constraciss Soluliads 2.24.512.00 
station. No.07 
Strengthening of Diaphragm beam of Transition spans BMRCL/O&M/CSW/L1/40/2019/HLRU- A . P 
at HLRU station (P-116 & SP-01) SVDBIW ©. No.08 05-10-2019 Ms. Maruthi Construction Solutions 3,73,240.00 


| | 

| | 
Supply, Fixing & testing of Thermoplastic hose pipe 
25 mts long of 1000 Bar pressure, testing of upgraded/ 
calibrated Glycerine filled Pressure gauges to 1000 Bar 

7 pressure rating from the existing 700 Bar, 200 Ton No. BMRCL/O&M/CSW/L1/36/2017/HY/W.O. No.10 15-10-2019 M/s. DM3S Technologies LLP. 99,592.00 

Hydraulic cylinder testing/ calibration & service, 
supply of Hydraulic oil 68 Grade 20 Litres & 
Hydraulic filter. 

| | 


Strengthening of Diaphragm beams of Transition 

spans at HLRU station (P-117 & SP-08) towards No. BMRC1L/0008/SSM/2019/W.0O. No.11 24-10-2019 Mis. Maruthi Construction Solutions 4,99,912.00 

MAGR station. 

Mo cal on a BULGES SYS GHG No. BMRCL/0007/SSM/2019/W.O. No.12 24-10-2019 |Mis. DM3S Technologies LLP. 99,050.00 

supply of Hose pipe. 

Conducting Non Destructive test for Piers in Line-1 No. BMRCL/0016/SSM/2019/W.O. No.13 02-12-2019 pe Desstes & Sonsillanks 4,60,200.00 

Removing and replacing of elastomeric bearing of L-1 Mis. ARMS ENGINEERS & 

(Revised Work irdei) No. BMRCL/0001/SSM/2019/W.O. No.14 09-11-2019 CONTRACTORS 3,92,000.00 
. y R ? M/s. ARMS ENGINEERS & 

Strengthening of station pier-01 at HLRU station No. PA Ne 27-12-2019 CONTRACTORS 4,96,160.00 


Modified Work Order-02 Repairs! Rehabilitation of M/s. POORNACHANDRA 

Cel Sd DAABEG KCC SEBS ARSE LATHONS BMRCL/O&M/CSW/L1/51/2019/RBP//W.0O. No.17 06-01-2020 CONSTRUCTIONS 4,48,000.00 

Strengthening of Transition span Diaphragm beams at Mis. ARMS ENGINEERS & 

SVRD station ( P-26 & SP-01) towards BYPH station PMR SSMS ONS EE CONTRACTORS ಸ 

Covering Gaps by chequered plate at walkway access ೂ 

between DINR & MYRD BMRCL/0023/SSM/2019/W.0O. No.20 03-02-2020 Mis. S. P Enterprises 2,93,177.00 

Station Entry & exit water stagnation & slope BMRCL/O&M/CSW/L1/40/2019/HLRU- F 

correction work @ HLRU transition span. SVDB/W.O. No.21 po E Mss ERUSENSES NEN 

Sauon Enuy & eal Walt slgauon © slope BMRCL/0005/SSM/2020/W.O. No.22 06-03-2020 |Ms. Sanjeevini Building Solutions 4,97,504.00 

correction work @ tty transition span. 

Rehabilitation/strengthening of P-187 (B-3 & B-4) M/s. ARMS ENGINEERS & 

segment. BMRCL/0004/SSM/2020/W.0O. No.23 06-05-2020 CONTRACTORS 4,55,840.00 
renin of Maiemers eng Dryers ior JME No. BMRCL/0007/SSM/2020 /W.O. No.24 18-05-2020 |M’s. DM3S Technologies LLP. 

operation & maintenance”. 

Resetting/replacement of Elastomeric Bearing and M/s. ARMS ENGINEERS & 

M.S. base plate at P-62 (B-3 & B-4) BMRCL/0001/SSM/2019/W.0O. No.25 21-03-2020 CONTRACTORS 2,06,528.00 


Replacement of damaged RCC cable trough cover ; ) 
ibsbeeen BYPHIGSSVED seach section, BMRC1L/0002/SSM/2020/W.O. No.26 27-05-2020 Ms. Nandi Construction 4,96,608.00 


Surface preparation for the application of Anti- 
23 carbonation paint to viaduct structures in BMRC1L/0003/SSM/2020/W.O. No.27 29-05-2020 MIs. Maruthi Construction Solutions ೨6, 
Baiyappanahalli depot. 


Repairs to TMHP vehicle no: KA-01-AJ-0431 BMRCL/0010/SSM/2020/W.0O. No.28 10-06-2020 Mis. DM3S Technologies LLP. 15,753.0 


Removing & replacement of defective elastomeric M/s. ARMS ENGINEERS & 
SNC BTR HEE BMRCL/0001V02/SSM/2019/W.O. No.29 15-06-2020 CONTRACTORS ,70, 


Repairs to TMHP vehicle no: KA-01-AH-9314 BMRCL/0011/SSM/2020/W.0O. No.30 15-06-2020 Mis. DM3S Technologies LLP. 15,930.0 


Inside Viaduct cleaning and plumbing works from , 
BYPH to SVRD station BMRC1L/0013/SSM/2020/W.0O. No.31 29-06-2020 SP Enterprises 91, 


Touch up painting of reach-1 piers BMRCL/0015/SSM/2020/W.O. No.32 30-06-2020 M. Nandagopal 2,39,904.0 


ADDUCEHOR OU IULAEDODAUOD SARL PIN BMRCL/0006/SSM/2020/W.O. No.33 09-07-2020  [Maruthi Construction solutions 86, 
structures in baiyappanahalli depot 


Repairs for Hydraulic Jacks & Power Packs MRCL/0007/SSM/2019/W.O. No.34 23-07-2020 DM3S Technologies LLP 64,369.0 


SEGA ERY Ses Wale SRI HOD Slope BMRCL/0019/SSM/2019/W.O. No.35 24-07-2020 |S.P Enterprises 4,92,576.00 
correction work at SVRD station. 

SAUD EDLY HE WALSL SEDAN EE SORE BMRCL/0014/SSM/2020/W.O. No.36 07-08-2020 |My. Sanjeevini Building solutions 4,98,960.00 
correction work & plumbing work at IDN station. 

Covering Gaps by chequered plate at walkway access F 

between MIRD to MYRD buffer end BMRCL/0018/SSM/2020/W.0O. No.37 08-08-2020 RR Enterprises 2,88,870.00 


Camber measurement & checking verticality of the 
piers for reach-1 section from BYPH to MG ROAD BMRCL/0006/SSM/2020/W.0O. No.38 12-08-2020 Kar Infra & Services 4,97,389.00 
till CBPK 


Inside Viaduct cleaning and plumbing works from S 
SVRD to IDN station BMRCL/0004/SSM/220{WSQeNg-40 12-08-2020 RR Enterprises 4,96,451.00 


SL BMRCL/0023/SSM/2019/W.O. No.41 12-08-2020 | MAAP Civil 4,65,248.00 
level (MYRD Stn) 

NL BMRCL/0016/SSM/2020/W.0. No.42 20-08-2020 |My. Sanjeevini Building solutions 486,136.00 
IDN-HLRU station 
eons soplacemento! else ve elaslorHeR0 BMRCL/0001/SSM/2019/W.O. No.43 29-08-2020  [Maruthi Construction solutions 4,97,056.00 
bearing in reach-1 of line-1 section 

aor SE Vode Alea te So pUIGInG LEDS WOLLE HON] BMRCL/0013/SSM/2020/W.O. No.44 05-09-2020 [RR Enterprises 4,94,144.00 
p-117 - P-154 in Line-1 section 

A SSE pes 9 BADD RETA BMRCL/0010/SSM/2020/W.O. No.45 15-09-2020 [DM3S Technologies LLP 99,852.00 
& hydraulic platform 


Outsourcing of bearing & pedestal inspection in line-1 
section from BYPH to HSLI (Modified W.O .01) 


Repairs/rehabilitation of cracked/damaged RCC 
42 Pedestals at R-1 of L-1 section for Pier Nos- RS 03-10-2020 V.G Enterprises 4,85,027.00 
52,53,54,188 & 189 g 


Inside waduge cleaning 42d phizDIng Yee WON BMRCL/0004/SSM/2020/W.O No. 48 03-10-2020  |Krupa Creations 495,936.00 
from P-155 to P-189 in line-1 section 


Inside viaduct cleaning, horizontal drain pipe blockage 
clearing and plumbing works, re-slopping work at y 

44 tedllovel torn MAGR tabaition spac AILCBEK No. BMRC1/0022/SSM/2020/W.O. No.49 18-11-2020 MIs. R.R. Enterprises 4,91,646.00 
ramp 


4 BMRCL/0012/SSM/2020/W.0O. No.46 12-08-2020 Kar Infra & Services 4,88,520.00 


Elastomeric bearing gaps filling with grout and 
45 damaged pedestal minor repair and finishing work in BMRCL/0019/SSM/2020/W.0O. No.50 17-12-2020 M/s. Maruthi Construction Solutions 4,95,936.00 
R-1 section 
MIs.SS industries, no.543,14th 'A' Main, 
46 Proposed walkway Hand rail painting at Viaduct Line-2|BMRCL/O&M/DGM/SSM/L2/WRO2/20219 15.07.2019 3rd stage , Manjunath Nagar, WC Road, 4,46,369.00 
Bangalore-560010 


Conducting NDT test on Pier head segment at pier No. MUS SUN ELLEN CONUS 
47 PR . BMRCL/O&M/DGM/SSM/L2/WRO6/20219 06.08.2019 PVt. Ltd, laboratory, Plot No. 460/B, 4th 23,600 
525 of Transition span at NGSA station ) § 
phase, NTTF Circle, Peenya Industrial 
Area, Bangalore-560058 
MIs. Structwel designers & Contractors 
48 Conducting NDT test on Pier number PD-16 & PD-17 |BMRCL/O&M/DGM/SSM/L2/WRI15/2019 06.09.2019 PVt. Ltd, laboratory, Plot No. 460/B, 4th 73,160 
phase, NTTF Circle, Peenya Industrial 
Area, Bangalore-560058 


Proposed walkway Hand rail painting at at Reach -3 MASS Indus, Noh. 
P k ್ಸ k P ಈ BMRCL/O&M/DGM/SSM/L2/WR11/2019 09.09.2019 Main 3rd Stage, manjunatha nagar, WC 4,86,886 
from station Manthri Square to KGWA. 
Road , Bangalore-560010. 
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Carrying out epoxy grouting of pier no. PD-15 
including provision of scaffolding, applying anti 
carbonation paint to pier & Pier cap and diverting rain 
water down take pipe outside the pier surface of 
viaduct line-2. 


Proposed walkway Hand rail painting at Viaduct Line- 
2 from CH:5814 to CH:4496. 


Diverting the Rain water down take pipes by 
disconnecting the existing blocked pipes embedded in 
pier viaduct line-2 


Walkway expansion joint covering with chequered 
plate in viaduct L-2 


Replacement of Elastomeric bearings in L-2 of Pier 
No. PD-9,PD-17 & P-221. 


Conducting NDT Test on Piers from NGSA - RINR in 
L2 Viaduct. 


Carrying out epoxy grouting of pier no. PD-16 
including provision of scaffolding, applying anti 
carbonation paint to pier & Pier cap and providing and 
fixing UPVC pipe ofb160mm dia. rain water down 
take pipe outside the pier surface of viaduct line-2. 


Proposed Cleaning & Pointing the gaps between crash 
barrier & Piers in Line-2 


Carrying out epoxy grouting of pier no. P-537 
including provision of scaffolding, applying anti 
carbonation paint to pier & Pier cap and providing and 
fixing UPVC pipe ofb160mm dia.rain water downtake 
pipe outside the pier surface of viaduct line-2. 


Diverting the Rain water down take pipes by 
disconnecting the existing blocked pipes embedded in 
pier viaduct line-2 


BMRCL/O&M/DGM/SSM/L2/WR22/2019 


BMRCL/O&M/DGM/SSM/L2/WR20/2019 


BMRCL/O&M/DGM/SSM/L2/WRO7/2019 


BMRCL/O&M/DGM/SSM/L2/WR16/2019 


BMRCL/O&M/DGM/SSM/L2/WR-18/2019 


BMRCL/O&M/DGM/SSM/L2/WR-15B/2019 


BMRCL/O&M/DGM/SSM/L2/WR-27/2019 


BMRCL/O&M/DGM/SSM/L2/WR21/2019 


BMRCL/O&M/DGM/SSM/L2/WR-32/2019 


BMRCL/O&M/DGM/SSM/L2/WR-07A/2019 
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17.10.2019 


17.10.2019 
11.11.2019 


27.11.2019 
28.11.2019 


27.11.2019 
29.11.2019 


07.12.2019 


31.12.2019 


02.01.2020 


MIs. ashika epoxies,#5/24-55, Joy Nivas, 
Kamala nagar, Main road, Jalahalli West 
post, Bangalore-560010. 


Mis. GSS Polypack & Services, 
#576,14th Main road, Manjunatanagar, 
Bangalore-560010 

Mis. GSS Polypack & Services, 
#576,14th Main road, Manjunatanagar, 
Bangalore-560010 


MIs. Engineering & Design Concepts, 
Plot No. 38, Il Phase, Peenya Industrial 
Area, Bangalore-560 058 


MIs. Maruthi Construction & Solutions, 
#2,3rd main Road, Raghavendra Layout, 
Yeshwanthpur, Bangalore-560 022. 


MIs. Structwel designers & Contractors 
PVt. Ltd, laboratory, Plot No. 460/B, 4th 
phase, NTTF Circle, Peenya Industrial 
Area, Bangalore-560058 


MIs. Maruthi Construction & Solutions, 
#2,3rd main Road, Raghavendra Layout, 
Yeshwanthpur, Bangalore-560 022. 


Mis. SS Industries , No.543,14th 'A' 
Main 3rd Stage, manjunatha nagar, WC 
Road , Bangalore-560010. 


Mis. Perfect Engineers, No. 273,lst 
cross, Ist Main,8th block, Koramangala, 
Bangalore-560095. 


Mis. GSS Polypack & Services, 
#576,14th Main road, Manjunatanagar, 
Bangalore-560010 


BMRCL/O&M/DGM/SSM/L2/WR-31/2019 


Conducting NDT Test on Portal beams of P-386 & P- 
387 


Providing & fixing Chequered plates for viaduct BMRCL/O&M/DGMI/SSM/L2/WR16A/2019 
walkway expansion joint in line -2 both Up line & DN 
line. 


BMRCL/O&M/DGM/SSM/L2/WR13/2019 
Details of Inspection of POT-PTFE Bearings at 


Nagasandra Metro station 


BMRCL/O&M/DGM/SSM/L2/WR-01A/2019 


Carrying out Repair! Rehailitaion of Cracked 
(Damaged RCC Pedestals at viaduct L-2 


PE S . BMRCL/O&M/DGM/SSM/L2/WR-37/2019 
Fabrication, Supply & installation of M S Safety guard 


for rain water down take pipe provided out side the 
piers between YPM -YPI Viaduct L-2 


. BMRCL/O&M/DGM/SSM/L2/WR45/2020 
Epoxy grouting Downtake pipe diversion & applying 
anti-carbonation paint on Pier & Pier cap p-471. 


. BMRCL/O&M/DGM/SSM/L2/WRO1/2019 


Carrying out Repairs / Rehabilitation of 
cracked/damaged RCC Pedestals at Viaduct L2. 


. BMRCL/O&M/DGM/SSM/L2/WR7B/2019 
Diverting the rain water down take pipes by 
disconnecting the existing blocked pipes embedded 
in pier in viaduct line 2. 


. BMRCL/O&M/DGM/SSM/L2/WR42/2019 
Supply of MS plates & wooden blocks for 
replacement of Elastomeric Bearings. 


. BMRCL/O&M/DGM/SSM/L2/WR46/2020 


Dismantling, transporting and stacking of existing 
advertisement hoarding boards fixed to Piers 
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MIs. Structwel designers & Contractors 
17.01.2020 PVt. Ltd, laboratory, Plot No. 460/B, 4th 

phase, NTTF Circle, Peenya Industrial 

Area, Bangalore-560058 

MIs. SS Industries , No.543,14th 'A' 
17.01.2020 Main 3rd Stage, manjunatha nagar, WC 

Road , Bangalore-560010. 

Mis. Stedrant Technoclinic Pvt.Ltd, 
21.01.2020 #95,Model house street, Basavanagudi, 

Bangalore-560004 


M/s . PERFECT ENGINEERS, 
No. 273, lst floor, Ist B main, 
21.01.2020 8th Block Koramangala, Bangalore- 
560095 
Mis. E&D Metaltech,No.329(A)C, lst 
2901;2020 floor,3rd Main, Ist stage,Peenya 
Industrial Estate, Bangalore-560058 
MIs. ashika epoxies,#5/24-55, Joy Nivas, 
022020 Kamala nagar, Main road, Jalahalli West 
post, Bangalore-560010. 
M/s . PERFECT ENGINEERS, 
No. 273, lst floor, Ist B main, 
07.02.2020 8th Block Koramangala, Bangalore- 
560095 
MIS SS Industries, 
No.543, 14th main, 3rd stage, 
07.02.2020 Manjunath Nagar, WC Road, 
Bangalore-560010. 
CONTRACTORS, 
#1526,Ganesh Temple road, 
41022020 Mariyappanapalya , Bangalore-560021 
No.G-24, Kushal Garde Arcade “B’ 
Block, 
11.02.2020 1-A, Peenya Industrial Area, 2nd Phase, 
Bangalore-560058. 


“Service & modification of the existing power pack 
and supply and fixing of 35m hose pipes” 


Carrying out epoxy grouting to Pier no. P-488 between 
Nagasandra & Dasarahalli Station in L-2. Including 
providing of scaffolding, applying anti carbonation 
paint to pier and pier cap and diverting rain water 
down take pipes outside the pier surface by providing 
160mm UPVC pipe. 


Carrying out epoxy grouting to Pier no. P-484 between 
Nagasandra & Dasarahalli Station in L-2. Including 
providing of scaffolding, applying anti carbonation 
paint to pier and pier cap and diverting rain water 
down take pipes outside the pier surface by providing 
160mm UPVC pipe. 


Wakway Handrail painting at R4A from PUTH to JP 
nagar stations 


“Replacement of elastomeric bearings in L-2 of pier 
no’s P-221 & PD-17”. 


Stacking of dismanled advertise hoarding boards 
between P-430&P-431 


Painting of Emergency staircase between JLHL & 
PYID near Y junction 


Repairs to damaged/cracked RCC pedestal 


. BMRCL/O&M/DGMI/SSMI/L2/WR39/2019 ಷಿ ಮ 
Chennanahalli, Tavarakere. 
29.02.2020 Bangalore-562130 
. BMRCL/O&M/DGM/SSM/L2/WR34/2020 
M/S. MARUTHI CONSTRUCTION 
29.02.2020 OLUTION ನ 
#2,3rd Main Road, Raghavendra Layout, 
Yeshwanthpur,Bangalore - 560 022. 
. BMRCL/O&M/DGM/SSM/L2/WR44/2020 
29.02.2020 M/S.CARMEL SOLUTIONS, 
No.2,6th Cross, Ayappa Nagar, 
Jalahalli West, Bangalore-560015 
. BMRCL/O&M/DGM/SSM/L2/WR49/2020 M/S SS Industries, 
No.543, 14th main, 3rd stage, 
17.03.2020 Manjunath Nagar, WC Road, 
Bangalore-560010. 


. BMRCL/O&M/DGM/SSM/L2/WR47/2019 EE 
CONTRACTORS, 
06032000: |S; ganeshitemple road, 
mariyappanapalya, 
Bangalore -560021. 


. BMRCL/O&M/DGM/SSM/L2/WR51/2019 
M/S Engineering & Design Concepts, 
No.38/B2, 2nd phase, opp.SBI, Peenya 
13.05.2020 SME, 
Peenya Industrial area, 
Bangalore-560058. 
No. BMRCL/O&M/DGM/SSM/L2/WRS52/2019 MIS SS Industries, 
No.543, 14th main, 3rd stage, 
11.05.2020 Manjunath Nagar, WC Road, 
Bangalore-560010. 
No.BMRCL/O&M/DGM/SSM/L2/WR53/2019 
MIs. ashika epoxies,#5/24-55, Joy Nivas, 
(OI Kamala nagar, Main road, Jalahalli West 
post, Bangalore-560010. 
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No.BMRCL/O&M/DGM/SSM/L2/WR54/2019 M/S SS Industries, 
ಸ ಸ , 4 No.543, 14th main, 3rd stage, 
ರ & Fixing of Chequered plates in expansion 06.06.2020 Maiiliriathi Nagar. WO Road. 4.917.724 
U gap Bangalore-560010. 
No.BMRCL/O&M/DGM/SSM/L2/WRS55/2019 M/S.CARMEL SOLUTIONS, 
Epoxy grouting Downtake pipe diversion & applying No.2,6th Cross, Ayappa Nagar, 
7 anti-carbonation paint on Pier & Pier cap P-462 A Jalahalli West, Bangalore-560015 I 
Diverting the rain water down take pipes by No.BMRCL/O&M/SSM-L2/WR56/2020 Mis. GSS Polypack & Services, 
disconnecting the existing blocked pipes embedded 06.06.2020 #576,14th Main road, Manjunatanagar, 4,99,140 
in pier in viaduct line 2. Bangalore-560010 


No.BMRCL/O&M/SSM-L2/WR57/2020 MIS SS Industries, 
Supplying & Fixing of 50mm dia.UPVC pipe No.543, 14th main, 3rd stage, 
81 connecting expansion joint location and main rain 25.06.2020 Manjunath Nagar, WC Road, 4,97,724 
water down take pipe Bangalore-560010. 
No.BMRCL/O&8&M/SSM-L2/WR58/2020 
Epoxy grouting Downtake pipe diversion & applying SAE B 
82 Sl caMoN ALO LAIDEOT Pic & Dep B41 08.08.2020 189,10th Cross, Ward no.l1, K.G Halli, 4,97,000 
Jalahalli west post, Bangalore-560015. 


Supplying & Fixing of 50mm dia.UPVC pipe No.BMRCL/O&M/DGM/SSM-L2/WR62/2020 
84 connecting expansion joint location and main rain 08.08.2020 MI/s.GSS Polypacks & services 4,98,102 
water down take pipe 


Providing & Fixing of Chequered plates in expansion No.BMRCL/O&M/DGM/SSM-L2/WR63/2020 24.09.2020 D K CONSTRUCTION & GROUTING 495.600 
joint gap Ws QUALITY & TRUST ನಃ 


p . . R . No.BMRCL/O&M/DGM/SSM-L2/WR64/2020 
Epoxy grouting Downtake pipe diversion & applying 06.08.2020 Mik. Catmiel Solutions 490.140 
anti-carbonation paint on Pier & Pier cap P-465 ಸ್ಯ ; Hy 
No.BMRCL/O&M/DGM/SSM-L2/WR65/2020 M/S.CARMEL SOLUTIONS, 
7 [Dismantling of Advertizement Hoarding Boards 08.08.2020 ಮ ರ ಸ 1,34,400 


Repairs to damaged/cracked RCC pedestal No.BMRCL/O&M/DGM/SSM-L2/WR66/2020 24.08.2020 PC Infratech SolutionsBangalore-15 4,99,968 


No.BMRCL/O&M/DGM/SSM-L2/WR67/2020 M/s . PERFECT ENGINEERS, 
P ; R F y No. 273, lst floor, Ist B main, 
EROS SOU DE DOwBIAke PPE MYSINIAD SEARING 24.08.2020 [8th Block Koramangala, Bangalore- 4,98,792 
anti-carbonation paint on Pier & Pier cap P-69 Ks 560095 k ls: 
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No.BMRCL/O&M/SSM-L2/WR59/2020 
MIS PC Infratech Solutions, 
83 Replacement of Elastomeric Bearings at PD-18 25.08.2020 189, 10th Cross, Ward no.1, K.G Halli, 2,54,520 
Jalahalli west post, Bangalore-560015. 


Cutting, Cleaning , re-fixing and removing of all debris No.BMRCL/O&M/DGM/SSM-L2/WR68/2020 
inside the drainage spouts and 160mm dia horizontal 03.09.2020 MIs. S R Constructions 4,95,600 
pipes inside the segments 
No.BMRCL/O&M/DGM/SSM-L2/WR70/2020 . . R 
Ms. ashika epoxies,#5/24-55, Joy Nivas, 
Inside cleaning of Viaduct in L-2 22.09.2020 Kamala nagar, Main road, Jalahalli West 4,99,968 
post, Bangalore-560010. 


Epoxy grouting for pier No P-73 No.BMRCL/O&M/DGM/SSM-L2/WR70A/2020 24.09.2020 Mis.perfect Engineers 4,98,960 
No.BMRCL/O&M/DGM/SSM-L2/WR61/2020 . | . 
Cis Rep Relic MIs. ashika epoxies,#5/24-55, Joy Nivas, 
pe pats y 22.09.2020 Kamala nagar, Main road, Jalahalli West 4,99,968 
cracked/damaged RCC Pedestals at Viaduct L2. 
post, Bangalore-560010. 


Road repair work between PD-15 & PD-17 No.BMRCL/O&MIDGMISSM-L2/WR73A/2020 0.06200 | 4,99,140 


Proposal for inside cleaning of Viaduct at Reach - 3B No.BMRCL/O&M/DGM/SSM-L2/WR74/2020 PC INFRATECH Solutions Bangalore- 
of line-2 29.09.2020 560015 4,98,400 


| 
| 
No.BMRCL/O&M/DGM/SSM-L2/WR72/2020 i 
Supplying & Fixing of 50mm dia.UPVC pipe MS SR Cons HcLons 
% oN ; \ 2 #562,6th Sector, HSR Layout, 
94 connecting expansion joint location and main rain 22.09.2020 4,95,694 
; Bangaloe-560102. 
water down take pipe 
No.BMRCL/O&M/DGM/SSM-L2/WR76/2020 Carmel Solutions 
Removal of advertising hoarding board and clamps #2,6th cross ,Ayappa nagar , 
9] between YPM and PEEYA stations NE Jalahalli west, Bangalore-560015 ಸ 


i i i - No.BMRCL/O&M/DGMI/SSM-L2/WR77/202 

EE of Elastomeric Bearings at EP-113 & EP. [V CL/0 /DGMI/SS / 12020 26.11.2020 SR 498.400 
No.BMRCL/O&M/DGMI/SSM-L2/WR79/202 

REPAIR/REHABILITATION OF RCC PEDESTALS 4 CHORE MDOMSS ; ಸ 09.11.2020 P C Infratech SolutionsBangalore-15 4,99,968 


| 3 ) K No.BMRCL/O&M/DGM/SSM-L2/WR80/2020 Mis. S R Constructions 
Cutting, Cleaning , re-fixing and removing of all debris #562 6th Sector. HSR Lavout 
inside the drainage spouts and 160mm dia horizontal 11.11.2020 ” ” ಸ 4,95,600 
ME Bangaloe-560102. 
pipes inside the segments 
No.BMRCL/O&M/DGM/SSM-L2/WR81/2020 Carmel Solutions 
Proposed painting of walkway hand railings at Reach- A 
4A from station RVR (CH-14180 GS) to BSNK (CH- 11.11.2020 RLS 4,96,742 
15540 GS) Jalahalli west, Bangalore-560015 


Repairs/Rehabilitation of cracked/damaged grout No.BMRCL/O&M/DGM/SSM-L2/WR84/2020 

provided between Bearing and RCC pedestal in line 2 21.12.2020 P.C Infratech Solutionsa 4,93,920 
viaducts. 

Supplying & Fixing of 50mm dia.UPVC pipe No.BMRCL/O&M/DGM/SSM-L2/WR85/2020 

connecting expansion joint location and main rain 30.11.2020 S R Constructions 4,96,190 
water down take pipe (RVR-PUTH BE) 


Epoxy grouting for pier No P-435 No.BMRCL/O&M/DGM/SSM-L2/WR86/2020 30.11.2020 Ashika epoxies 4,98,960 
Fixing number plates for pier No.BMRCL/O&M/DGM/SSM-L2/WR87/2020 09.12.2020 Mis. D K Construction & Grouting, 4,90,560 
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No.BMRCL/O&M/DGM/SSM-L2/WR88/2020 Carmel Solutions 
Proposed painting of walkway hand railings at Reach- 21.12.2020 #2,6th cross ,Ayappa nagar , 
4A from station BSNK-JPN Jalahalli west, Bangalore-560015 
MIs. Perfect Engineers 
Slope correction work at plinth level to avoid water No.273,1st floor, Ist cross, 
stagnation in viaduct L2 section( between PEYA- BMRCL/O&M/DGM/SSM-L2/WR82/2020 20.12.2020 Ist B Main,8th Block, Koramangala, 
SSFY metro station) Bangalore-560095. 


Department: Traction 
Name of the work Work order No Dats ‘OL Work Name of Agency Mork pial oun 
order in Rs 
Supply Errection & Commissioning of 66kv 630 
Sqmm Single core XLPE Straight through joint along |BMRCL/O&M/BYPH/TR/80/CABLE FAULT/2017 01.02.2018 M/s Nagalakshmi Elecricals, Bangalore K 4,59,515 
with end termination Kit 
Supply of SVL and checking of 7 Nos of JB's of SVL 
Location Straightning of SLV Connection and BMRCL/O&M/BYPH/TR/80/CABLE FAULT/2017 23.03.2018 M/s Ngalakshmi Elecricals, Bangalore K 4,63,568 
reconnection 
Service Charges towards 2 Nos of Battery Charger ) , 
System at Baiyappanahalli RSS -HLRU TSS/ASS BMRCL/O&M/BYPH/TR/67/BC/2017 12.02.2018 M/s DUBAS Engineering, Bangalore K 17,700 


ರ ENGELS ULS SYS BMRCL/O&M/BYPH/TR/67/BC/2017 12.02.2018 [M/s DUBAS Engineering, Bangalore ಸ 7,193 
Fabrication Supply Commissioning & Testing of Wall [L\RCL/OKMIBYPH/TRI83/DC P.S To RBL 26.02.2018 |MY/S Lakshmi Control system, Bangalore | 7 1,08,560 
Mounting indoor type DC Panel 


Supply and Fixing of Saddle Clamps to the existing All 
Alloy Aluminium Conductor (346 Sq.mm) 24 Core BMRCL/O&M/BYPH/TRC/2018/01 08.05.2018 M/S Ele square systems, Bangalore K 2,54,880 
x2.5 sq.mm cable Optic Fiber Cablel (OFC) 
Servicing O1no of 1OKVA UPS System at RSS BYPR |BMRCL/O&M/BYPH/TR/67/BC/2017/03 04.06.2018 M/s DUBAS Engineering, Bangalore K 17,533 
Supply,erection & Commissioning of 66kv 630 Sq.mm 

Single Core,XLPE Stright Through Joint and Road BMRCL/O&M/BYPH/TR/80/CABLE FAULT/2017 11.07.2018 MIs Nagalakshmi Elecricals, Bangalore K 4,88,067 
cutting excavation of Earth work. 

Supply,erection & Commissioning of 66kv 630 Sq.mm 

Single Core,XLPE Stright Through Joint and Road [p\RCLIOAMIBYPH/TR/SOICABLE FAULTI2017 17.07.2018 |My Nagalakshmi Elecricals, Bangalore | 3 4,66,066 
cutting excavation of Earth work near JB05,Hoody 

Line. 

Rehabilation of Existing Name Board in RSS BMRCL/0078/TRC/2018/C17017 20.08.2018 MIS Sri. Amba Engravers, Bangalore K 40,651 


Semicing 01no;of Battery Chatger a TTY ISS/ASS  ERCLOGITRCEDOITCISSA 25.08.2018 [M/s DUBAS Engineering, Bangalore ಫ 16,845 
Station Page 59 of 79 


Fabrication Supply Commissioning & Testing of Wall |p RCL/OAMIBYPHI/TR/83/DC P.S To RBL/2018 27.02.2018  |MY/S Lakshmi Control system, Bangalore | 3 3,79,960 
Mounting indoor type DC Panel 


Servicing O1no of Battery Charger at IDN ASS station |BMRCL/0006P(P1)/TRC/2017/C17182 27.08.2018 M/s DUBAS Engineering, Bangalore K 34,810 
Rehabilation of Existing 750 Volts DC Cad Weld S 
14 Joints at MYRD.SVRD and JLHL Staions BMRCL/O&M/BYPH/TR/0079/2018 15.09.2018 M/S South Electric.Co., Bangalore K 4,20,552 


Supply,erection & Commissioning of 66kv 630 Sq.mm 
Single Core,XLPE Stright Through Joint and Road 
cutting excavation of Earth work near JB05 B-Phase 
Hoody Line. 


BMRCL/O&M/BYPH/TR/80/CABLE FAULT/2017 22.09.2018 M/s Nagalakshmi Elecricals, Bangalore 


Supply,erection & Commissioning of 66kv 630 Sq.mm 
Single Core,XLPE Stright Through Joint and Road 
cutting excavation of Earth work near JB05 R-Phase 
Hoody Line. 


ಮ H.T Cable Near BYPH Station For [EYRCLIOO9O/TRCI2018/C17354 24.09.2018 MIS Q.Measures, Bangalore 3 5,310 


Cable Route Tracing of 66kv UG H.T Incomming 
Cable for Line-1 RSS/GIS and Line-2 RSS 


Fabrication, Supply Commissioning & testingiof Wall | RCLAOTIRCI0I8IC1S5S7 03.10.2018 | M/S Lakshmi Control system, Bangalore | 3 4,02,262 
mounting stationary stinger box for RBL4 


BMRCL/0016 P (P1)/TRC/2018/C16871 24.09.2018 M/s Nagalakshmi Elecricals, Bangalore 


BMRCL/0092/TRC/2018/C17957 24.09.2018 M/S Q.Measures, Bangalore 


B 
Fabrication, Supply anc mslallation'oE pedstal ior DEE RELOOSTIRCROINICLTISS 21.11.2018 MIS E&D Concepts, Bangalore ಫ 4,91,089 
cable at Baiyappanahalli Depot 
ಭು or Ou Eller Machine 9000 LPH CEE DEE RG OREO CIES ISIO1 09.10.2018 MIS Ceedee ಸ 82,600 


Supply, Erection, Testing & Commissioning of Two 

No’s of Stationary Stinger Boxes in RBL of Peenya BMRCL/O&M/PNYD/TR/2018/PO/04 18.05.2018 Elesquare Systems K 4,710,348 
Installation, Testing and Commissioning of Multi- 

puncuon Melers (MEM auc Boole BMRCL/O&MIPNYD/TR/2018/EMS/WO/09 06.09.2018 Phase Power Products ಸ 4,95,600 
Management System in Peenya and Puttenahalli 

Receiving Sub Stations (RSS) of BMRCL 

Supply and fixing of Danger Notice Plates for 

electrical equipment of rating 33000 V, 750 V DC and 

66000 V on the traction equipment installed in main BMRCL/O&M/PNYDI/TR/2018/PLATE/WO/12 15.09.2018 Techno Draft K 3,66,437 
line stations and depot (Peenya & Baiyappanhalli) of 

BMRCL Phase - 1 


Supply of 750 V DC Main Distribution Board (MDB), [5 RCLIORM/PNYDI/TR/2018/PO/03 18.05.2018 Punatvi Industries ಫ 3,66,744 
Cables and allied works for Stationary Stinger Supply 


Supply and Fixing of clamps to 33 KV cables BMRCL/O&M/PNYD/TR/2018/PO/02 23.03.2018 ಸ್ಥ 2,37,888 


Supply, Erection, Commissioning of All Alloy 
Aluminium Conductor (AAAC) (346 sq.mm) and BMRCL/O&M/PNYD/TR/2018/AAAC/WO/19 30.11.2018 Nagalakshmi Electricals K 4,95,113 
Accessories for structure earthing purpose Page 60 of 79 


Providing Scotland Sticker Existing Name Plate at . 
BYPH RSS Switch Yard BMRCL 0078 TRC 2018/C17017 22.11.2018 MIS Sri. Amba Engravers, Bangalore K 23,895 


ರ of storage racks in stores of |p \IRCLIO&MIPNYD/TR/2018/RACKS/WO/16 09.10.2018 Engineering & Design Concepts ಸ್ಥ 3,07,331 
Servicing and reconditioning of 66 KV isolator with _ [2 RCLIO&MIPNYD/TR/2018/ ISOLATOR /WO/1S | 26.10.2018 RM Lsolators ಫ 4,77,900 
Motor Operating Mechanism Boxes 

Supply and mins of Name Bales Jor HL SEHE BMRCL/O&M/PNYD/TR/2018/RSS/WO/21 29.12.2018 Techno Draft ಸ್ಥ 3,06,870 
panels in line —- 2 stations of BMRCL 
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Supply, Erection, Testing & Commissioning of Two 
No’s of Stationary Stinger Boxes in RBL of Peenya BMRCL/O&M/PNYD/TR/2018/STINGER/WO/08 06.09.2018 Elesquare Systems K 4,70,348 
Termination of 750 V DC cables pertaining to RBL 
stinger HSCB, establishing connectivity of running rail y ) 

OS P y y .  [BMRCL/O&M/PNYD/TR/2018/RBL/WO/10 09.10.2018 Punarvi Industries K ) 8 
and commissioning of interlock in RBL stinger box in 
Peenya depot 
Supply and Fixing of Saddle clamps to the existing All 
Alloy Aluminum Conductor (346 Sq. mm)/ Bare Earth 
Cohdiiclat 200 Sac iin)E2d cole X25 6G MinGLle; BMRCL/O&M/PNYDI/TR/2018/PO/01 25.02.2018 Elesquare Systems K 3,41,964 
Optic Fiber Cable (OFC) 

. K ; 


| 
| 
| 
| | 
| | 
36  |Peinting of 66 kV Electrical Equipment Cubicle and [2 RCL/ORMIPNYD/TR/2018/RSS/WO/20 30.11.2018 Arc Industries 4,81,434 
other miscellaneous works (Peenya RSS) 
Supply, Erection, Commissioning of All Alloy 
37 Aluminium Conductor (AAAC) (346 sq.mm) and BMRCL/O&M/PNYD/TR/2018/PO/06 18.07.2018 Nagalakshmi Electricals K 4,92,761 
Accessories for structure earthing purpose 
jg SUD ond FIED pL Caed Nyloe Nu 19 e MRCL/O&M/PNYD/TR/2018/TREFOIL/WO/18 25.10.2018 Civil Core Projects dndia) Pvt. Lia | 4,97,724 
existing Nylon Trefoil Clamps 
| 
| 
| 


Excavating the road and joining of 66 KV Power Cable . R 

(630 sq. mm AI XLPE UG cable) BMRCL/O&M/PNYD/TR/2018/CABLE/WO/13 09.10.2018 Nagalakshmi Electricals K 3,87,929 
Supply of spares and servicing of battery charger of R P 

make M/s Dubas in DSH Station of BMRCL BMRCL/O&M/PNYDI/TR/2018/DUBAS/WO/11 06.09.2018 Dubas Engineering Pvt Ltd K 24,308 


Supply of accessories, installation and commissioning |BMRCL/O&M/PNYD/TR/2018/PO/07 18.07.2018 Vara Enterprises K 34,727 
of split AC in RBL Building, Peenya depot 

Reconditioning of Cast Iron (CI) pipe earth pits 

available in PNYR, PUTR & MYRR 66/33 kV BMRCL/O&M/PNYD/TR/2018/PO/05 18.07.2018 Vara Enterprises K 3,70,107 
receiving stations of BMRCL 

Supply and installation of Optic Ethernet Module for ನ 

Relion 670 series IED (REC 670). BMRCL/O&M/PNYD/TR/2018/PO0/02 09.03.2018 ABB India Limited K 45,000 
Conducting Condition Monitoring Tests on Lightning BMRCL/O&MIPNYD/TR/2018/CPRIWO/14 28.09.2018 CENTRAL POWER RESEARCH ಫ 4.72.000 
Airestor INSTITUTE 


Providing Emergency Vehicle (Multi Utility Vehicle) |BMRCL/O&M/PNYDI/TR/2018/VEHICLE/WO/17 29.10.2018 Safir Pasha car rentals K 4,98,672.00 
DENS WIN LAHEY SDagen abd BMRCL/O0O6P(P1)/TRC/2017/C17182 27.08.2019 [M/s DUBAS Engineering, Bangalore ಸ್ಥ 24,225 
Baiyappanahalli RSS TS 


90 
Emergency Works BMRCL 0032 O&M/PNYD/TRAC 2018 A A EF: 25,960 
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Sky Hlipot Testing, Fault Erelocauon Eauls BMRCL/I5/TRC/2017/C15553 05.02.2019 [M/S Q.Measures, Bangalore ಫ 25,960 
Pinpointing Service 

ಲ mm XLPE Straight through joint at IDNR AIRCL/O07T/TRCI2019/C19691 05.02.2019 |My Nagalakshmi Elecricals, Bangalore | 3 54,280 
Installation of Exixting Cad Weld Joint Insulation at [pV RCLIOSMIBYPH/TR/O079/2018/C17034 15.03.2019  |MYS South Electric Company, Bangalore | 4 1,95,408 
MYRD &JLHL 

Fabrieahon, Supply and WSAlALOn OL PESULIEDES RELAIS RELOBICIIOSS 21.06.2019 [MS South Electric Company, Bangalore | % 4,63,836 
cable at Baiyappanahalli Buffer End 

BAbc aU SH SUPP AH SO TONDADGE SENG oF: BMRCL/01 11/TRC/2018/C19201 28.01.2019 |M/S E&D Concepts, Bangalore ಸ್ಥ 34,102 
Maintenance of Push Trolley 

Fabrication, supply commissioning & testing of wall py RCLOT/TRCI018/C15557 26.04.2019  |MY/S Lakshmi Control system, Bangalore | & 4,82,207 
mounting stationary stinger box for RBL4 

Rectification of stationary stinger boxes in RBL BMRCL/07/TRC/2018/C15557 26.07.2019 M/S Lakshmi Control system, Bangalore | 84,960 


Design, Manufacturing, supply, & Installation of 
54 Pedastal for 240 sqmm DC Cable at KR Market & BMRCL/O&M/TR/UG/2019/PO0/02 13.03.2019 M/S E & D metal tech 3,69,757.00 
Kempegowda Metro Station 


Design manufacturing Supply and installation of 

storage racks at UG traction stores of kempegowda BMRCL/O&M/TR/UG/2019%PO/01 13.03.2019 M/S Engineering and design concepts K 3,20,606 

metro station 

110VDC Control supply modification in Peenya, 

Puttenahalli & Baiyappanhalli RSS and Mysore Road EM OLSEN EDIRC ROY 15.02.2019 Punarvi Industries K 4,716,942 
DC/IWO 

GIS 

Rehabilitation of Junction Boxes of sheath mid-point 

earthing for 66 KV power cable (630 sq. mm Al XLPE |BMRCL 0004 O&M/PNYD/TRAC 2019/JB/WO 06.03.2019 Nagalakshmi Electricals K 4,00,018 

UG cable). 


Supply and Fixing of Nyloc Nuts to Trefoil Clamps BMRCL 0007 O&M/PNYD/TRAC 2019/WO 21.02.2019 Civil Core Projects (India) Pvt. Ltd K 4,99,966 
Inspection, rectification, service with required spares 
of OLTC (On Load Tap Changer) BMRCL 0010 O&M/PNYD/TRAC 2019/OLTC/WO 01.03.2019 Easun —- MR Tap Changers (P) Ltd K 64,900 
Supply and Fixing of covers for cable trenches and pits J BMRCL 0011 O&M/PNYD/TRAC 2019%/PLATE/WO 06.03.2019 K 2,05,114 
p . P BMRCL 0018 O&M/PNYD/TRAC y R 
Structure Earthing Of Viaduct Using AAAC 2019/STRUCTURE EARTH/LOA 17.04.2019 Nagalakshmi Electricals K 4,92,293 
P \ BMRCL 0020 O&M/PNYD/TRAC f F 
Structure Earthing Of Viaduct 2019/EARTH/LOA 24.05.2019 Nagalakshmi Electricals K 4,92,761 
ಸ P BMRCL 0022 O&M/PNYD/TRAC _ 
Rehabilitation of 33 KV VCB maintenance trolley 2019/TROLLEY/LOA 11.06.2019 K 3,89,400 


Rehabilitation of 33 KV cable clamp structure BMRCL 0025 O&M/PNYD/TRAC 2019/WO 14.06.2019 Civil Core Projects (India) Pvt. Ltd | 4,99,966 
5 


A BMRCL 0026 O&M/PNYD/TRAC 2019/WO 14.06.2019 Nagalakshmi Electricals ಫ್ಥ 98,648 
capacity 6000 LPH 
|6| of Tariff Electronic Tri-vector meters 1 |p RCL 0027 O&MIPNYD/TRAC 2019/WO 14.06.2019 Elesquare Systems ಸ್ಥ 3,70,697 
Servicing / Overhauling of On Load Tap Changers of |BMRCL 0028 O&M/PNYD/TRAC 
Power Transformers 2019/SERVICE/WO Page 62 0f 79 AE NRL DE ESS 4835 


Servicing of Transformer Oil Filtration Plant of BMRCL 0038 O&M/PNYD/TRAC 2019/OIL 

capacity 300 LPH PLANTWO 

Servicing / Repairs of horizontal disconnector panels BNC OS ORMENED IRS 
LE § PENS [2019/SERVICE/WO 

Cable Laying Works of Stinger Supply in RBL-1 B 

Supply and Installation of RCC Cable Route Marker B 


oviding Crane Services and cairying out filtration of |BMRCL 0050 O&M/PNYD/TRAC 
transformer oil 2019/CRANE/WO 


Structure Earthing of viaduct supply Erection 

commisssioning of AAAC 346 Sqmm Panther type, BMRCL/0084/TRC/2019/C22588/WO 21.01.2020 M/s Nagalakshmi Elecricals, Bangalore 

and accessories in between BYPH-SVRD section 

Supply and Installation of RCC Cable Route Marker BMRCL/0009/TRC/2019/C19716 28.10.2019 M/s Nagalakshmi Elecricals, Bangalore K 
Load Test of Battery Bank 100V 183 AH/300AH 

SAFT make Ni-Cd Cells BMRCL/0085/TRC/2019/C22615/WO 02.03.2020 M/S Sumukha , Bangalore K 


76  |Fabrication, Supply and Installtion for Cadweld Joints |e RCLIO09T/TRCI2018/CI795S/LOAIO3 12.05.2020 |Mis Nagalakshmi Elecricals, Bangalore | 3 
at SVRD Metro Station 
Fabrication of Name Post for Earth Pits in BYPR & f 
MYRR 66/33kv Receving Substation of BMRCL BMRCL/0036/TRC/2020/C24012 12.06.2020 Mis Vara Enterprises 


Supply Erection and Commissioning of 33kv 240 
Sqmm XLPE Stright through joint and Road Cutting , ? . 
Excavation of Earth Work Near OCC ASS inside BMRCL/0036/TRC/2020/C24012 Dated: 12.06.2020 M/s Nagalakshmi Elecricals, Bangalore 


Baiyyappanahalli Depot 

Supply Erection, testing and commissioning of GI 

earthing works at RSS 66kv Receiving substaion BMRCL/0039/TRC/2020/C24169 16.06.2020 M/s Nagalakshmi Elecricals, Bangalore 
Baiyappanahalli 


Fabrication, Supply and Installation of pedestal for DC 
cables cadweld joints at HLRU, TTY, MAGR Platform BMRCL/0048/TRC/2020/C24607/WO 19.08.2020 M/S E&D Concepts, Bangalore 


Conducting EHV audit for earthing system of 66kv 
Switch Yard complete at MYRD GIS and LV audit for | BMRCL/0020/TRC/2020/C23646 01.06.2020 M/s JEF Technologies , Bangalore 
Baiyappanahalli station 


Cleaning and Painting Works of BYPH R3S'GOY  [BRCLOOLIITRCRULNC2AL6II Work otder 12.08.2020  |MY/S Lakshmi Control system, Bangalore | 7 2,61,960 
Switchyard and Panels 

Water Proofing of DC Cable Pull Pits at BYPH Depot |BMRCL/0012/TRC/2020/C23477/Work Order 06.08.2020 M/S AV Ramamoorthy & Co, Bangalore | ¥ 4,97,507 
Water Proofing of Pull Pits of UG 1 CKPE & KRMT |BMRCL/O&M/TR/UG/ 07.05.2020 MR RAMOS ಸ್ಥ 1,17,537 
Metro stations May/2020/02 


Page 63 of 79 


Design, Manufacturing, supply, & Installation of 
Pedastal for 240 sqmm DC Cable at Cubbon park & 
Sir M Vishveshwarayya Metro stations 


BMRCL/O&M/TR/UG/2019/PO/03 


Design, fabrication, supply & checking adaptability at 
site requirement or metallic frame or vaccum circuit 
breaker lifting support with chain pulley and 
maintenance push trolley for 3rd rail on track or 3rd 
rail replacement work 


BMRCL/O&M/TR/UG/2020/November/PO/01 


Design, fabrication, supply and installation of PT 
ramps , PT brackets and 33 kv VCB charger limit 
switch base plate 


ಮ Impedance Bond cable in Line 2 Section BMRCL 0018 TRE 2020/B CLAMPING/WO 


BMRCL/O&M/BYPH/DCOS/2019-20/322 


Auditing of Earth pits at Peenya & Puttenahalli RSS ರ OB EME BATR AGEL: 


Cable laying & allied works for Stinger in RBL-1 MRCL 0042 TRC 2020/RBLST/WO 


Design, Fabrication and Installation of VCB Brackets 


L1,L2 & UG stations and Depot of BMRCL EMEC IRS OU BBACBETS WO 


437,804.00 


25.11.2020 M/s E & D metal tech 


03.11.2020 MIs Engineering and design concepts 1,45,857 


K 
10.08.2020 MIs Engineering and design concepts K 4,70,542 
K 


02.06.2020 JEF Techno solutions Pvt Ltd K 4,97,960 


22.06.2020 ಫ 2,23,132 


30.06.2020 Vara Enterprises K 4,95,600 


Reconditioning of 33kV Cable Clamps in viaduct BMRCL 0051 TRC 2020/CLAMP/WO 18.08.2020 GVS Constructions K 4,88,992 


Supply of accessories, Installation and commisioning 
of AC in ETU Building of Peenya depot 


Rehabilitation of Impedance Bond in Ll, L2, Depot & 
|| UG Section of BMRCL MRCL 0038 TRC 2020/IB/WO 


Provision of Voltage Measurement in DCDB in ASS 
& TSS Stations of BMRCL. BMRCL 0060 TRC 2020/DCDB/WO 


BMRCL 0011/0&M/PNYD/TRAC 2020/AC/WO 


22.06.2020 


Global Electronic solution 


| 96 | ಲ RSS Switchyard Equipment & other works | RCL 0061 TRC 2020/RSSPAINT/WO 10.11.2020 ಫ 4,62,914 

SUPPLY AND FIXING OF NYLOC NUTS ರ WOON PR EDIRC NETO 04.01.2020 [Civil Core Projects (India) Pvt. Ltd ಸ 4,97,724 
Excavating the road and joining of 66 KV Power Cable X | 

EW CES BMRCL 0029 TRC 2020/CABLEJOINT/WO 18.02.2020 |My Nagalakshmi Electricals, ಸ 4,99,738 


Supply, Testing and Commissioning of Stationary 
Stinger Supply 
Rectification of ABB Relay 


Department: E&M 


ಲ OE MENS DIR ACA SLDNGER 04.01.2020 Elesquare Systems K 4,95,600 


BMRCL/O&MI/TR/TC/2020/15/PO/01 26.09.2020 ABB India Pvt Ltd K 19,942 


Sl. No Name of the Work Work Order No. Dato Wotk Name of Agency Work Order 
Order Amount in Rs. 


Supply, Installation and Service charges of POWER- 
ONE UPS (Spares) works for Jayanagar metro 
station. 


Supply, Installation, Testing and commissioning work | BMRCL/O&M/E&M/PNYD /L2/IBL ELECTRICAL 


for Peenya Depot IBL electrification works. WORKS/LS 6 4of79 


BMRCL/O&MI/E&M/L2/IYN UPS.WORKS/2018 


M/S.POWER-ONE Microsystems (P) 


19.04.2018 LTD. 


27.04.2018 MI/S.Power-Tech Electricals, 


Supply, Installation and commissioning work for 


PNYD & SSFY E&M Store Slotted Angle Racks BMRCL/O&M/E&M/L2/SSFY & PNYD STORE 07.05.2018 MI/S.SILVER LINE TRADING 0 


y RACK.WORKS/2018. COMPANY, 
formation works. 
Rectification of Air Conditioner work at Line-2 BMRCL/O&M/E&M/L2/AC 
PUTH, IPN, SSFY,NGSA & RVR Stations. RECTIFICATION/2018/01 0 MSTENB CONTROL 
Strengthening of power supply for OCC'S&T UPS | pRCL/OAMIEAMILI/SAT-UPS CABLE/2018/4 12.07.2018 M/S. ELCOMM, 
room and cable laying & Termination in BYPT depot. 


Rectification of PF Edge lights at R-2 Metro Stations. | BMRCL/O&M/E&MI/L1/PF EDGE LIGHTS/2018 26.07.2018 M/S. Vijaya Power Solutions, 


Provision of 1 No of “Namma Metro” Monogram with 2 . 
LED arcengement a BYPT Depot Over Head Tanke BMRCL/O&8&M/E&M/BYPT-MONOGRAM/01/2018 28.07.2018 MIS. Radiant Technologies, 
Providing power socket in RBL, IBL. & Washing Plant | p\RCL/OKMIEAMIL2/PANEL SHIFTING/2018 07.08.2018 M/S. Akilan Enterprises, 

and Panel shifting with cable laying at Peenya Depot. 


Manufacturing, Supply, Installation, Testing, Cable 
Laying & Commissioning of Shore Supply LT Panel BMRCL/O&M/E&M/L1/SHORE SUPPLY/2018 13.08.2018 MIS. Vijaya Power Solutions 


for BYPT Depot. 


Baiyappanalli Staff Quarters IIKV Substation and HT |p RCL/OAM/EAMI/L1/BYPT QUARTERS/2018/01| 20.09.2018 Mis. Transcal 
Switchyard Annual Preventive Maintenance work.. 


2 


Repamot Bumps au ಮ aes Resell BMRCL/O&M/E&M/R-1/Pump Repair/2018 30.10.2018 M/s. Majunath Enterprises 


Provision of Time Switch for segregation of High 

Mast Lights in existing panel for energy conservation BMRCL/O&M/E&M/L1&L2/HML LIGHTS/2018 03.11.2018 Mis. Image Technologies, 
at BYPT & PNYD Depots. 
PLONSIOL OLY WU covenakTBL Budi! BMRCL/O&M/E&M/BYPT RACEWAY/2018 09.11.2018 Ms. Akilan Enterprises 4,33,801 
BYPH Depot. 
Replacement of Motorized Curtain at OCC Building. BMRCL/O&M/E&M/OCC CURTAIN/2018 19.11.2018 MIs. Zeus Enterprises, 
Provision of Cable Tray Covering work for Reach-2 
MIRD, HSLL, VINR, AGPP, DINR & MYRD Metro ರ ರ EASE 11.12.2018 MIs. Engineering & Design Concept, 
Stations. 


Electrical Work for Offices set up for E&M, Rolling 
Stock, Traction & P-way Departments at BMRCL/O&M/E&M/L1/DEPOT OFFICES/2018 18.12.2018 MIS. Vijaya Power Solutions 


Baiyappanahalli Depot. 


Supply, Installation, Testing and repairing work for BMRCL/O&M/E&MI/L2/TOSHIBA VRV 19.12.2018 M/S.CARRIER AIR CONDITIONING 64.764 
TOSHIBA VRV AC at PEENYA STATION in L-2. AC.WORKS /2018. i & REFRIGERATION LIMITIED, 


Service and Repair of Air Compressor BMRCL/O&M/E&M/SERVICE/01 21-06-2018 Oriental Pneumatic Company K 24,780 


ROSS ILBURPS IDE Mb SAORI VIS BMRCL/O&M/E&M/Worky/0} 24-05-2018 Nagalakshmi Electricals 
Station age 650 


ಫ 3,38,99 
ಫ್ಸ 1,59,075 
ಫ 3,39,248 
ಫ 1,96,598 
ಫ್ಸ 496,99 
ಫ್ಸ 2,59,159 
ಫ 3,75,745 
ಫ 1,98,063 
ಫ 489,06 
ಫ 1,13,823 
ಫ 2,53,818 
K 3% ೨ 
ಫ 1,65,79 
ಫ 411,44 
ಫ 3,83,499 
K > 
403,12 


Supply and Fixing of GI CABLE TRAY COVER for | BMRCL/O&M/E&M/L2/GI CABLE TRAY COVER 
all levels at R-3,3A&3B stations in L-2. 12018. ALS MSESDNETALTECH 


ProNtsipn ok Pumps tH ps Escala: FIUALGBBES BMRCL/O&M/E&M/Works/02 13-06-2018 Nagalakshmi Electricals ಫ 
PONS OLE UNDSD ps ERASE TY AVBRGS BMRCL/O&M/E&M/Works/03 04-08-2018 Nagalakshmi Electricals ಫ 


Supply, Installation, Testing and Commissioning of 
Submersible Pump set at VSWA Metro Stations (All BMRCL/O&M/E&M/Works/04 24-09-2018 Nagalakshmi Electricals 


Entrance) 


Power Supply Arrangement of Signage Boards in § f 
BRCS & VSWA Stations BMRCL/O&8&M/E&M/Works/05 23-09-2018 Nagalakshmi Electricals K 


Supply, Installation, Testing and Commissioning of 
Water Level Controller at CBPK Station BMRCL/O&M/E&M/Works/06 04-08-2018 Geo Tech K 
Power Supply Arrangement of Signage Boards in | F 
CBPK & VDSA Stations MRCL/O&M/E&M/Works/06 04-08-2018 Nagalakshmi Electricals K 


Repair of Sewage Pumpset at VDSA & VSWA Station MRCL/O&M/E&M/Works/07 04-08-2018 Nagalakshmi Electricals K 


MRCL/O&M/E&M/Works/10 24-09-2018 Akilan Enterprises 


MRCL/O&M/E&M/Works/11 31-08-2018 Sri Ramanjanya Electricals K 


SUPPLY, INSTALLATION, TESTING & 
COMMISSIONING OF LED LIGHT FITTING AND BMRCL/O&M/E&M/Works/12 13-11-2018 Vijaya Power Solutions 
SUBMRESIBLE PUMP AT KGWA STATION 


INSTALLATION OF LIGHT FITTING AND ¥ K 
SIGNAGE REWORK AT KGWA STATION BMRCL/O&8&M/E&M/Works/13 13-11-2018 Vijaya Power Solutions K 


VDSA,VSWA and BRCS Station 


AHU Filter Cleaning 


Shifting of Light Fixures from Double Height Area at } f 
CBPK and VDSA Station BMRCL/O&M/E&M/Works/09 04-08-2018 Akilan Enterprises K 
Shifting of Light Fixures from Double Height Area at B R 
B 


Supply, Installation, Testing an Commissioning of ; 
Water level Controlier st BRES-4nd NWA Suatiot BMRCL/O&M/E&M/Works/14 13-11-2018 UR Electric and Control Systems 


POWER SUPPLYARRANGEMENT SIGNAGES | 
BOARDS IN ALL UG-2 TUN BMRCL/O&M/E&M/Works/15 13-11-2018 Nagalakshmi Electricals 
Supply and Installation of Eatth pir chamber covers32: | pA RCL/OLMESMIDEARTH PITIOLROS 22.03.2019 PSR structure ಸ 4,96,364 
R-3,3A&3B stations 
Provision of temporary power supply cable, light |B NIRCLIOAMIEAMILI/TTY PR 155 & 156/2018-19| 30.01.2019 Mis. Akilan Enterprises ಸ್ಥ 2,37,732 
fixtures at PR 155 & 156 for Trinity Station. 
Rechicaton or pl MEIN CUDDLE BMRCL/O&M/E&MI/L2/EARTH PIT/2019 22.03.2019 Ms. P.S.R Structures, ಫ 1,10,768 


Rectification of Fountain at MAGR Station. BMRCL/O&M/E&MI/L1/MAGR Fountain/2019 22.03.2019 M/s. Majunath Enterprises ಫ 1,76,292 


39 |Hieh Mast Light Pole cable laying and end termination | pA RCLIORMIEMIL2/DEPOT/HML/01/2019 16.03.2019 Ms. Vijaya Power Solutions, ಸ 67,614 
work at Peenya Depot. 
Rect Aceon EAC ನ =p Panes a BYE BMRCL/O&M/E&M/L1/0CC-ACB/2019/1 02.04.2019 M/s. NYNIKA POWER SOLUTIONS | 4 54,440 
Provision of Over Load Relay & Dry run protection at M/s. POWER CONTROL 
ದತ BMRCLO&MIE&MILINE-IFPP OLR/2019/01 02.05.2019 OUNCES ಸ್ಥ 3,76,278 


Supply, Installation, Testing and Commissioning work 
4 OEE EAS SISTER SS MELB STEDY BMRCL/O&MI/E&MI/L1/Exhaust Fans/2019 04.05.2019 Ms. Akilan Enterprises, ಫ 2,79,211 
Metro Stations and Laying of new cable for lighting at 
MAGR Station in Line-1 Section. 
4 SR LT BMRCL/O&M/E&M/L1/ABB/ACB/02/2019 14.05.2019 MIs. ABB India Limited, ಫ 1,23,310 
Testing at Line-1 Elevated Stations. 
Supply and Installation of GI Earth Strips and R ; P . 
Fighting Arrésteis’at SPGD Sttion in Lilic-2SecHon BMRCL/O&M/E&MI/L2/Lightning & Earthing/2019 07.06.2019 M/s. Akilan Enterprises, K 3,75,004 
Providing of DUCT COWLING for VRV outdoor unit BMRCL/O&MI/E&MI/L2/VRV DUCTING 
and associated work at R4 Stations in L-2 section COWLING /2019 TE MS SREOCEN SALES SERIE 53 ಸಿ28 
Admin Building new UPS installation related work, 
4 High Mast cable laying & NLC to RVRD viaduct BMRCL/O&M/E&M/L2/Depot/Cabling Work/2019 01.07.2019 MIs. Vijaya Power Solutions, K 3,22,392 
advertisement cable dressing works of Line-2 Stations. 
Supply, Installation, Programming, Testing and 
4 Commissioning of ASS/TSS ROOM AXIAL FAN Sp pk ME 02.07.2019. M/S MRUDANI POWER CONTROLS, | ¥ 1,46,320 
PLC for MHLI & RINR stations of L-2 K 
Reconditioning of Earthpits at Reach-2 Section 
4 (MIRD, HSLI, VINR, AGPP, DINR & MYRD BMRCL/O&MI/E&MI/L1/R2 - Earthing/2019/02 04.07.2019 Mis. CRS and Company, K 4,98,845 
stations). 
Rel nE OhCaDe ನ PBL Bayacpatghall BMRCL/O&M/E&M/L1/SBL/Cable Tray/2019 20.07.2019 Ms. Akilan Enterprises, ಸ 90,860 


5 a BMRCL/O&M/E&MI/L1/BAY LIGHTS/2019 02.08.2019 MIs. Vijaya Power Solutions, ಸ್ಥ 4,78,785 
& SBL in Baiyappanahalli Depot. 
51 Provision of Temporary Power Supply, Light fixtures | p\RCLIORM/EAMILL/TTY-MAGR PR 174/2019 24.09.2019 MIs. Vijaya Power Solutions ಫ 1,27,761 
at Pier-174 between TTY and MAGR. i pA ii. 3 


Provision for supply & Installation of Temporary 
power supply, Power points and lighting for the Pier BMRCL/O&M/E&MI/L1/IDN PR 90/2019 09.11.2019 Mis TOTAL ELECTRICAL K 3,78,416 
6 P SOLUTIONS 
No-90 bearing replacement work at IDN station. 

Bestel ees Wd aS EE DgUcUon BMRCL/O&M/E&M/R-1/Pump Repair/2019 11.12.2019 | M/s. Flui- Tec Instruments & Controls | 3 27,380 


Providing Power Supply Connection to all Computers 
54 [Note ev Clau no ames | PMRCLORNTAMCOMPUTERPOYER | 2299 | Me Nimmoesouion, | 1033 
in Peenya Depot /L-2. 


Shifting of DCC VRF IU unit from Control room to BMRCL/O&MIE&M/BYPTIDCC VRF IDU 19.10.2019 Mis. ISHANT AIR CONDITIONERS ಸ್ಥ 1,91,868 
Store room in BYPT Depot. Shifting/2019 
Provision of temporary power Supply at MYRD y 
Bittcnd and DINRCHhiace Wot BMRCL/O&M/E&M/L1/ TEREPNR 12019 20.12.2019 MIs. Vinayaka Enterprises K 2,41,499 
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Beplicement 0 Sid ss Real Salone BMRCL/O&M/E&MIR 1/Exhaust Fan/2019 27.12.2019 M/s. Anu Controls, ಸ್ಥ 38,114 
Roswell 'BMS Si and Breakdown | BAIRCLIO&MIE&MILI/ROCKWELL/BMS/2019/01 | 30.12.2019 |Mis. MAC Machine Tools & Automation, | 4 4,92,650 
Water Proofing/ arresting of Water Leakages of 
CTD BMRCL/O&M/E&M/Works/19 23.07.2019 PSR Structures ಸ 84,000 
SUPPLY, COMMISSIONING AND TESTING OF 


ROLLING SHUTTER MOTORS AT BRCS BMRCL/O&M/E&M/Works/20 02-01-2019 Vijaya Power Solutions 4,62,102 
STATION 

supply, installation, testing and commissioning of 

submersible pump set at VSWA and lift & escalator pit BMRCL/O&M/E&M/Works/28 23-02-2019 Nagalakshmi Electricals 4,52,301 

at CKPE 


Fabrication, Supply and Installation of Earth Pit & its 
Cover at CBPK, VDSA, VSWA and BRCS Metro BMRCL/O&M/E&M/Works/29 07-03-2019 PSR Structures K 2,36,544 
Station 
Supply, Installation, Testing and Commissioning of ಯ; 
Water Levelcontroller a NDSA Metro Station BMRCL/O&M/E&M/Works/30 15-03-2019 UR Electric and Control Systems K 65,419 
Supply, Installation, Testing and Commissioning of } . 
LED Street Light at CBPK 'B' Entrance BMRCL/O&M/E&M/Works/31 11.04.2019 Akilan Enterprises K 2,77,995 
LR BMRCL/O&M/E&M/Works/32 25-01-2019 PSR Structures ಫ 20,160 
Condenser Line at BRCS Station 
Uppy EStalauon snd Repent gLdamapeshisblalon BMRCL/O&M/E&M/Works/34 01-07-2019 Mouli Enterprises ಸ್ಥ 4,69,817 
at UG 2 Stations 
Supply, Installation, Testing and Commissioning R | 
Y . BMRCL/O&M/E&M/L1/UG/WORKS/15 22.07.2019 MIs. Nagalaksmi Electricals K 62,518 
Submersible pump set at VDSA metro station 
Sypply, Instellalion, Testing:ot Ele puzDp SLAMS a BMRCL/O&M/E&M/L1/UG/WORKS/17 06.08.2019 M/s. UR Electric and Control Systems | 2,13,934 
SCR using BMS at all underground Stations 
Instllauon and Fixing 012 HF Seyase epUmp Se MRCL/O&M/E&MI/L1/UG/WORKS/18 22.07.2019 Mis. Manijjunatha Enterprises ಸ 44,840 
in sewage tank at BRCS metro station 
Supply, Installation, Testing and Commissioning of R 
AHU UV lamps for KGWA Station BMRCL/O&M/E&MI/L1/UG/WORKS/22 16.09.2019 Mis. Image Technologies K 4,87,200 
Supply, Installation, Testing and Commissioning of ) 3 
Tonnel Lighting with LED a UG I Tudnel BMRCL/O&M/E&MI/L1/UG/WORKS/23 26.09.2019 Mis. Nagalaksmi Electricals K 4,92,814 
Supply, Installation, testing and Commissioning of i f 
Fresh Air Shaft Lighting at KGWA Station BMRCL/O&M/E&MI/L1/UG/WORKS/24 25.09.2019 Mis. Akilan Enterprises K 4,33,991 
AUply Salone ToS ADG CORI ORS GL BMRCL/O&M/E&MI/L1/UG/WORKS/25 19.09.2019 Mis. Nagalaksmi Electricals ಫ 2,78,399 
Bore well Pump set at CKPE Station 
a ea ನ್ಯಾ BMRCL/O&M/E&M/L1/UG/WORKS/26 23.09.2019 M/s. Ambetronics Engineers Put Lid | 2,85,731 


Fabrication, Supply and Installation of Heavy duty 
Industrial Storage Rack of size 2300(L) x 2500(H) x BMRCL/O&M/E&M/L1/UG/WORKS/27 16.09.2019 M/s. Mufaddal Tools and Hardware 
840(W) for ETU store 


BLEW TROIS NEDUUOR Fen MOOT SL BMRCL/O&M/E&M/L1/UG/WORKS/28 22.11.2019 Ms. Shree Gagan Enterprises ಸ್ಥ 1,97,650 
Rewinding & Testing at CBPK SONNETS 
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Lowering, Dismantling, Shifting, Reinstalling & 
Onsite Testing of 132 KW TVF Motor of CBPK 
Station 
Lowering, Dismantling, Shifting, Rewinding and 
Reinstallation of VEF-02 Motor at BRCS Station 
Supply, Installation, testing & commissioning of 
BWSSB valve and domestic sump automation in all 
UG stations 


BMRCL/O&M/E&MI/L1/UG/WORKS/29 


MIs. Shree Gagan Enterprises 


26.09.2019 K 6,21,270 


BMRCL/O&M/E&MI/L1/UG/WORKS/30 16.11.2019 MIs. Shree Gagan Enterprises K 1,97,650 


BMRCL/O&M/E&M/L1/UG/WORKS/31 


Mis. UR Electric and Control Systems 


24.10.2019 K 4,25,803 


Sup, Sols OnDE a TRUDE ab ROLE SDUNGE BMRCL/O&M/E&MI/L1/UG/WORKS/32 24.10.2019 Mis. Vijaya Power Solutions % 4,93,240 
Motor at CBPK Station 


Supply, Installation, Testing and Commissioning of 
Signages Work at CBPK, VDSA, KGWA, CKPE & 
KRMT Station 


BMRCL/O&M/E&MI/L1/UG/WORKS/33 


MIs. Akilan Enterprises 


24.10.2019 K 3,60,429 


Supply, Installation, Testing and Commissioning of p ¢ 
TVS Shaft Lighting at VDSA Station BMRCL/O&M/E&MI/L1/UG/WORKS/34 24.10.2019 MIs. Akilan Enterprises K 4,73,989 


Supply, Installation, commissioning and testing of 
additional 6/16A Power Socket at all Phase-1 Metro 
stations 


Fabrication, Supply, Installation, commissioning and 
testing of MS structure Platform for AHU and OTE 
shaft access door, ACP clading work, with Ladder and 
Control panel for Exhaust Fan Unit of Rest room at 
KGWA station and Duct support at BRCS station 


Fabrication, Supply, Installation testing and 
commissioning of Air Filters for ASS/TSS room at 
CBPK, VDSA, VSWA and KGWA station 
Dismantling, Repair, and reinstallation of AHU, VSF 
& VEF duct and Replacement of Drain Valve of 
Cooling tower at VSWA station 
Lowering, Dismantling, Shifting, repair, and 
Installation of cooling tower fan Motor at VDSA and 
BRCS station 


Supply, Installation and Testing of Occupancy sensors 
at Conference Hall in Admin building at BYPT Depot. 


BMRCL/O&M/E&MI/L1/UG/WORKS/35 


BMRCL/O&M/E&MI/L1/UG/WORKS/37 


BMRCL/O&M/E&MI/L1/UG/WORKS/38 


BMRCL/O&M/E&MI/L1/UG/WORKS/39 


BMRCL/O&M/E&MI/L1/UG/WORKS/40 


BMRCL/O&M/E&M/L1Occupancy Sensor/2019 


MIs. Vijaya Power Solutions 


14.11.2019 


14.01.2020 


K 4,67,133 


K 3,44,682 


MIs. Engineering Design & Concepts 


MIs. E&D Metaltech 


MIs. Shree Lakshmi Enterprises 


MIs. Shree Gagan Enterprises 


MIs. UR Eletric & Control Systems 


Hol eyHe BIS NE M9 Breadoyn BMRCL/O&M/E&M/HoneyWell/BMS/2020/01 17.03.2020 Mis. UR Electric & Control Systems, | 3 3,58,720 


Replacement of isolator Breaker in S&T UPS Room at 
SPGD, SPRU, KVPR & RINR stations of L-2 section 


Conversion of Rolling Shutters operation from manual 
to electrical operated (Open/Close). Provision of 
Exhaust Fans and Blower Fans in Pit Wheel Lathe 
building. 


BMRCL/O&M/E&MI/L2/S&T UPS ROOM 


ISOLATOR BREAKER/01/2020. 


BMRCL/O&M/E&M/BYPT/PWL/2020 
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M/S GRAVITY INDIA 
TECHNOLOGIES PVT LTD, 


08.05.2020. 
05.06.2020 


K 1,25,552 
K 4,43,344 


MIs. VPS Interior Solutions, 


BMRCL/O&M/E&M/L1/EARTH STRIP 


Rectification and Replacement of damaged Earth Strip 
92 and Insulators (Conical and Flat Type) in Line-1 INSULATOR/2020 
elevated station buildings. 


Rectification and Replacement of Damaged Earth Strip BMRCL/O&M/E&MI/L2/EARTH STRIP 


M/s. TOTAL ELECTRICAL 
SOLUTIONS 


08.06.2020 4,37,308 


K ; 
K } 


Insulators (Flat/Conical-type) in Line-2 Metro Stations. INSULATORS/01/2020 


Supply, Installation, Testing and Commissiong of 
Light, Wall Mounted Fan & Exhaust And Cable 
Laying For Power Socket And Tunnel Lights 


BMRCL/O&M/E&MI/L1/UG/WORKS/47 


Supply, Installation, Testing and Commissioning of 
TVS Shaft Lighting at CBPK, VSWA and BRCS 
Station 


BMRCL/O&M/E&MI/L1/UG/WORKS/48 


Supply, Installation, Testing and Commissioning of 
AHU UV Lamps for CKPE, KRMT and KGWA (NS) 
Stations 


BMRCL/O&M/E&MI/L1/UG/WORKS/50 


MIs. Syed Electricals 


MIs. Akilan Enterprises 


MIs. Akilan Enterprises 


4,48,371 
K 4,47,704 
K 


MIs. Image Technologies 


FAUAGIUO SUD ALLIS AIH E DES eB BMRCL/O&M/E&MI/L1/UG/WORKS/S1 18.01.2020 Radiant Technologies 1,89,571 
Boards at KGWA Station 


Fabrication, Supply, Installation and Commissioning 
of Canvas Cover (Fire Rated) of TEF, VSF, VEF & 
FAF Motors at VSWA, KGWA, CKPE & KRMT 
Station 


BMRCL/O&M/E&MI/L1/UG/WORKS/52 


MIs. Shree Lakshmi Enterprises 


06.02.2020 


Descaling of Water Cooled Chillers (WCC) Condenser y 
100 Line at KGWA & CBPK Stations BMRCL/O&M/E&M/L1/UG/WORKS/54 24.02.2020 ECO Team Technologies 4,95,600 


Lowering, Dismantling, Shifting, Repair and 
Reinstallation of Ventilation Extract Fan (VEF) at 
KRMT Station 
Supply & Installation of Cable & other accessories for 
BWSSB Valve and Domestic sump lavel automation at 
all 7 UG Stations 

Supply, Removal, and Re-Fixing of Rusted Nuts & 

103 Bolts of Bus Bar of LT Panel DB-100 and DB-200 at 
ASS of CKPE Station 


Supply, Installation, Testing and Commissioning of 
104 Sisto Has HSMM WA-SUton BMRCL/O&M/E&M/L1/UG/WORKS/58 


105 Removal, Servicing and Re-fixing of Sewage Pumpset BMRCL/O&M/E&MI/L1/UG/IWORKS/S9 
of Sewage Tank at all UG Stations 


Fabrication, Supply, Repair and Reinstallation of AHU 
Mouth Duct, VSF & VEF duct and replacement of 
drain valve of Condenser line at VDSA, VSWA & 

KGWA Metro Station 
Fabrication, Supply, Installation testing and 


commissioning of Air Filters for ASS/TSS room at 
CKPE & KRMT stations 


BMRCL/O&M/E&MI/L1/UG/WORKS/55 


BMRCL/O&M/E&MI/L1/UG/WORKS/56 


BMRCL/O&M/E&MI/L1/UG/WORKS/57 


BMRCL/O&M/E&MI/L1/UG/WORKS/60 


BMRCL/O&M/E&MI/L1/UG/WORKS/61 
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Mis. RR Enterprises 


UR Electric & Control Systems 
K 


13.03.2020 MIs. Vijaya Power Solutions 4,99,795 
11.05.2020 M/s. Nagalakshmi Electricals 4,75,418 


20.05.2020 
16.03.2020 


24.02.2020 


M/s. Nagalakshmi Electricals 


MIs. Shree Lakshmi Enterprises 


K 
K 4,15,360 


K 4,86,160 
K % 
K 4,13,157 


Engineering Design & Concepts 


Water proofing/Leakage Arresting of Cooling tower at 
CBPK,VSWA,KGWA,BRCS,KRMT stations, Supply 
and Installation of Brass valve for Softening plant at 
KGWA & BRGS aud Supply Tayiig tesdhearid BMRCL/O&M/E&MI/L1/UG/WORKS/62 16.03.2020 PSR Structures K 4,44,976 
commisioning of 0.5Sqmm & 2 Sqmm wire for Water 
storage tank level management at CKPE station 
Supply installation testing and commissioning of 3 
phase socket at pocket track for charging of EBT and pe P 
installation of IP6S industrial socket set and SOW LED BMRCL/O&M/E&MI/L1/UG/WORKS/63 27.05.2020 Vijaya Power Solutions K 4,86,091 
flood light at KGWA station 
Supply, Installation, Testing and commissioning of 
4Cx16Sqmm copper armored FRLS cable, LT panel, 
Removing and Relaying of 3Cx6Sqmm copper BMRCL/O&M/E&MI/L1/UG/WORKS/64A 27.05.2020 Vijaya Power Solutions K 1,56,260 
armored FRLS cable and S0Watt LED flood lights at 
KGWA station 


11 SUDDEN SHOR NBO NE OCOD WEE BMRCL/O&M/E&MI/L1/UG /VORKS /02 18.06.2020 UR Electric & Control Systems ಫ 64,098 
level controlling for QRT room at CBPX station 


Supply, Installation, Commissioning and Testing of 
Scroll COmpIsssor of Air-cooled Chiller & Flushing, BMRCL/O&MI/E&M/L1/1UG/IWORKS/03 03.06.2020 National Electric and Refrigeration ಸ್ಥ 4,29,874 
Pressure testing, evacuation and Refrigerant charging Company 
for Air-cooled Chiller at BRCS metro station 


Lowering, Dismantling, Shifting, Repair, Installation, 
Commissioning and testing of Ventilation Supply Fan BMRCL/O&M/E&MI/L1/UG/WORKS/04 01.07.2020 Shree Lakshmi Enterprises K 1,67,968 
(VSF) at TSS of KGWA station 
Supply, Installation, Testing and commissioning of 
LED lights and power supply arrangement for existing BMRCL/O&M/E&MI/L1/UG/WORKS/05 21.08.2020 Radient Technologies K 2,17,459 
signage boards at KGWA NS (Platform 3 & 4). 
Removing, Shifting, Rewinding, Installation, testing 
ad corning pL Acpprcssos Motos WOH) BMRCL/O&M/E&M/L1/UG/WORKS/11 10.09.2020 RR Enterprises ಸ್ಥ 61,714 
at BRCS station and Submersible Pump at Cross 
passage of VDSA station. 
Removing, Shifting, Rewinding, Installation, testing 
and commissioning of of Fire pump Motor (Main i | 
Blip: Send By Puiop' ad Tockey Pump) at MG Road BMRCL/O&M/E&MI/L1/UG/WORKS/12 14.09.2020 Shree Lakshmi Enterprises K 1,42,780 
Metro Station 
Fabrication, Supply, Installation and Repair of Air 
Handling Unit (AHU) Air Duct of West side at VDSA BMRCL/O&M/E&MI/L1/UG/WORKS/13 21.09.2020 Shree Lakshmi Enterprises K 3,80,550 
Metro Station. 
Fabrication, Supply, Installation and Repair of Air 
Handling Unit (AHU) Air Duct of NS line at KGWA BMRCL/O&M/E&MI/L1/UG/WORKS/14 04.11.2020 RR Enterprises K 3,69,340 
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Supply and installation of Earth Pit Cover at CBPK 
station, Brass valves for CKPE station and Ductwork, 
installation of valve for ECS room at KGWA station 


Supply, Installation, Testing and commissioning of 
Submersible pump with Control panel and Water level 
controller for Domestic tank at VDSA and VSWA 
stations 


Maintenance, Sensor Replacement, Calibration, 
Testing and commissioning of Gas Monitoring System 
and its Healthiness checking at all UG Station 


Rectification and Replacement of damaged Earth Strip 
and Insulators (Conical and Type) in all UG stations 


Removal, Repair and Refixing of Sewage Pumpset, 
Seepage Pumpset and Storm Water pump set at 
KRMT, CKPE, BRCS & KGWA stations 


Department: P-Way (Line-1) 


Tree trimming from BYPH to CBPK ramp and BRCS 
ramp to MYRD along the elevated section of Line-1 of 
BMRCL track network. 


Commissioning of Electronic Toe load Measuring 
Device for Vossloh 336 System Toe load 
Measurement and accessories (as per PO) at 
Baiyyappanahalli Depot. 

Periodic USFD Testing of Rails and FBW in R-1 of L- 
1 section 


AMC for USFD testing machine for Single Rail 
testing, Model No-DS-329 from Oct 2018 to Sept 2019 


Supply and installation of Fishplate with modified 
clamps clamps to provide near ATW in line-1 and line- 
2 section BMRCL track network. 

Supply and installation of hectometric boards for reach- 
1 section of BMRC track Network 
Supply and installation of hectometric bpoards for 
reach-1 section of BMRC track Network 


BMRCL/O&M/E&MI/L1/UG/WORKS/15 


BMRCL/O&M/E&MI/L1/UG/WORKS/16 


BMRCL/O&M/E&MI/L1/UG/WORKS/17 


BMRCL/O&M/E&MI/L1/UG/WORKS/18 


BMRCL/O&M/E&MI/L1/UG/WORKS/19 


BMRCL/O&M/P-WAY/L-1/26/2018/TTL-1/62 


Supply and installation of Anchor bolt at defective 
location in BMRCL Track network BMRCL/O&M/P.WAY/L-1/26/2017/SAB/16 


AMCForOMS-2000forTwo yeas 20182019) |: 31313131313 “| 26092018 [SystemAids 


BMRCL/O&M/P-WAY/L-1/34/2018/TLM/71 


BMRCL/O&M/P-WAY/L-1 


BMRCIP.Way/27/2017/USFD-SRT-AMC-L-1 


BMRCL/O&M/P-WAY/L-1/16/2018/IFMC/69 


BMRCL/O&M/P-WAY/L-1/21/2018/SIHSB/48 
BMRCL/O&M/P-WAY/L-1/21/2018/SIHSB/67 


PSR Structures 


04.11.2020 
15.01.2021 


K Nagalakshmi Electricals 


Ambetronics Engineers pvt ltd 


Mis Total Electrical Solutions 


31.12.2020 
30.12.2020 


Date of Work Work order 
Name of the Work Work Order No. Name of Agency 


19.12.2020 


Nagalakshmi Electricals 


Chandru Chain Links 


05-07-2018 


03.02.2018 MIs. Engineering & Design Concepts 1,17,333 


2 K 76,700 


K 99,828 


K 4,98,624 
K 


Pujara Engineers 


06-08-2018 


Sri Sai NDT Engineers 


16.10.2018 K 54,020 
24-07-2018 K 4,84,685 
- K 


17-05-2018 Maruthi Sign Boards 3,73,966 
24-07-2018 Maruthi Sign Boards K 4,92,060 


Gold ARC Business Solution 


Supplying and fixing/installation of Hectometric |B MRCLIOSMIP-WAY/L-1/21/2018/SIHSB/89 20-09-2018  [Maruthi Sign Boards ಸ್ಥ 4,14,269 
signboards and reflective stickers for Line-1 
PMG Sor ಹಹ ಸ for the Year [RCP Way/L-1/54/2018/AMC-CRT 07.12.2018 [Lakshmi Industrial Corporation ಸ 18,880 
Supplying and fixing/installation of Gradient | MRCLIOAMP-WAY/L-1/21/2018/SIHSB/112 12-11-2018  |Maruthi Sign Boards ಸ್ಥ 4,52,648 
signboards at Mainline of Line-1 
1 Manutacture and Installation. of Creep. Measurement’ |p RELIOEMIBAHAYILELS3ROISICBITS 21-12-2018 [Mys. Trident Construction Solutions ಸ್ಥ 2,28,211 
boards in L-1 Section 
USFD Testing of AT welds in Line-2 Section 0 |PARCL/OSMIP-WAYIL-1/42/2018/ATW-1-2/97 28-09-2018 [Scientech Services ಸ್ಥ 4,51,364 
BMRCL track network 
Loading, Unloading and Transportation of P-Way |p \RCL/O&MIP-WAY/L-1/10/2018/RCMS/24 09-03-2018 [Chandru Chain Links ಸ್ಥ 1,22,720 
Materials in BMRCL track network 
USED Testing of AT welds in yard & DPT test for | RCLIORMIP-WAYIL-1/15/2018/TCMSCH1S 29-11-2018  |[Scientech Services ಸ್ಥ 4,66,725 
CMS crossing joints in Mainline of Line-1 


AMC for 2 Nos 30.82 RKS Robel make Universal 
Power Wrench (Bolt tightening machine) 2018-2019 


Penodic USED. Testing oi Rails and. FBWIn Reach} |p RCTIORMIP WAY 2920 SIUSEDTRIGG 19-07-2018  [Scientech Services ಸ್ಥ 4,97,724 
of Line-1 Section 

Supply and Installation of Electronic toe load |p RCLIORMIP-WAY/L-1/34/2018/TLM/79 27-08-2018 |Pujara Engineers ಸ್ಥ 99,828 
measuring device 


10 
11 
12 


FN 


[ON 
(9) 


15 
16 


1 


BMRCIP.Way/02/AMC-BTMI/L-1 05.04.2018 Premier India Agency 


Embedded’ Track tor EBT Movement at east end ot p RCLORNMIP WAYS POISED 28.12.2018 |My. M.A.Manjunathappa ಸ 3,59,150 
under floor washing plant 

AMC for 2 No's of USFD testing machine for Weld 25.09.2017 A ಸ್ಥ 89.846 

tester 2018 to 2019 

Extension of line for easy movment of EBT side of | RCLIOAMIP.WAY/L-1/47/2018/CTW-BYPTI86 27.09.2018 |My. Synergic Engineers ಸ್ಥ 4,03,750 
Under floor washing plant. 

OB SULRELOE Mp of EBT side of | \RCL/IO&MIP.WAYI/L-1/47/2018/CTW-BYPT/101 | 11.10.2018 |M5. Synergic Engineers ಸ 2,19,127 

Supply for Installation and commissioning of ral |p RCLIORMIP.WAY/L-1/03/2017/SPERL/1S 03.02.2018  |MJs. Lincoln Helios (India) ltd. ಸ್ಥ 3,89,754 

lubrication system in BMRCL track network 


AMC for Track lubrication system from 2019-2020 |BMRCL/O&M/P.way/15/2019/AMC-ARLS 23.03.2019 Lincoln Helios (India) ltd K 1,44,000 


Supply, installation and commission of Solar powered 
rail lubrication system for BMRCL track network. 


18 
19 
20 
22 
23 
24 
25 
26 


~ 


BMRCL/O&M/P.WAY/L-1/03/2017/SPERL/109 20.10.2018 S.V.A.Rikkon Lubes Pvt.ltd 


Supply and fixing / installation of Curve signage 
boards and Gradient with chainage sign boards on BMRCL/O&M/P-WAY/L-1/22/2019/SICSB 29-04-2019 M/s. Maruthi Sign Boards 
Reflective stickers at Mainline of Line-1 
Providing and fixing of rails screws near point 
locations of ballasted track of L-1 section in BMRCL |BMRCL/O&M/P.WAY/L-1/26/2017/SAB/16 19.10.2019 MIs. Stonetic Engineers 
Track Network. 


[8 
\O 


[o.] 


Supply and fixing / installation of Gradient sign boards 
and Kilometer sign boards in line-1 section of BMRCL |BMRCL/O&M/P-WAY/L-1/22/2019/SIHSB 
track network 

Supply and installation of curve sign boards on hand 
rail post between halsuru and magadi road station of L- 
1 section of BMRCL track network. 


BMRCL/O&M/P-WAY/L-1/22/2019/SIHSB 


Supply and installation of curve boards on hand rail 
post in Reach-2 of L-1 section of BMRCL track 
network 


BMRCL/O&M/P-WAY/L-1/22/2019/SICSB/142 


Fabrication, supply and installation of Detachable 
partitioned frame for Dip lorry for the purpose of 
Ballast carting in depot and Mainline of Line-1 track 
network 


BMRCL/O&M/P-WAY/L-1/70/2019/DPF/144 


Shifting of ballast from Peenya depot to 
Baiyappanahalli depot including loading, unloading. 
AMC for USFD testing machine for Rail testing, 
Model No-DS-329 from Sept 2019 to Aug 2020 
Fabrication, supply and commissioning of Detachable 
Light Weight Material trolley of 1T capacity and single [JBMRCL/O&M/P-WAY/L-1/11/2019/PMT/266 
rail trolley to L-1 


BMRCIP.Way/27/2017/USFD-SRT-AMC-L-1 


Rectification of shaking embedded anchor bolts 
between MG road and Cubon Park track section of 
BMRCL track network 


BMRCL/O&M/P-WAY/L-1/73/2019%1SHIG/151 


Fabrication and supplying of MS baseplate for RBL BMRCL/O&M/P-WAY/L-1/71/2019/BTE/071 
work in peenya Depot 


USFD Testing of anchor bolts in reach-1 section of L- 
1 section of BMRCL track network 


BMRCL/O&M/P-WAY/L-1/11/2018/TCMS 


USFD Testing of Rails in Reach-1 & reach-2 of Line- 

1 Section of BMRCL track network MRCL/O&M/P-WAY/L-1/29/2018/USFD-TR 
Periodic USFD Testing of Rails and ATW in Line-1 
Section of BMRCL track Network 

Supply and installalation of MS angle and 60 Kg rail 
shifting for embedded track in Baiyappanahalli Depot 


Rehabilitation of secondary pedestal at Reach-1 BMRCL/O&MIP-WAY/L-1/41/2019/RSP/397 
Turnouts by Epoxy Grouting and Sealants. SNS AIO 


B 
BMRCL/O&M/P-WAY/L-1/29/2018/USFD-TR/872 


BMRCL/O&M/P-WAY/L-1/56/2019/USFD/MSA/554 


Annual maintenance contract for TEC Trolley for 

ee ES BMRCIP.Way/L-1/33/2019/AMC 10.05.2019 Anand Traders 

PSA ANG HDS Bier Dube DoadsoD BMRCL/O&M/P-WAY/L-1/23/2019/FPB/265 20-05-2019 [Mis Trident Construction Solutions 
walkway slab on viaduct in Line-1 


Shitting of 0Kg rall fron stack yard 19 site Including |p RCLIOSMPWAYIL-1IT2/2019/RS 23-12-2019 [Mys. Civil Core Projects (India) Pvt. 4,98,354 
laying, fixing and alignment at Peenya 


BMRCL/O&M/P-WAY/L-1/42/2019/CB/553 16-09-2019 Mis. Civil Core Projects (India) Pvt. 4,99,632 


ಸ Rail thermometer for the year JN IRCVP.Way/L-1/54/2018/AMC-CRT 07.12.2018 [Lakshmi Industrial Corporation 


MIs. Maruthi Sign Boards 


30-01-2019 


02-08-2019 


K 
K 4,80,572 
K 
K 


MIs. Maruthi Sign Boards 


1,30,862 
4,92,800 


,6 
K 4,78,608 
K 2,47,800 

5 


Sri Sairam Signs 


Mis. SR Industries 


08-11-2019 
30-11-2019 


16.10.2018 Sri Sai NDT Engineers 


12-06-2019 
27-12-2019 


4,585 
K kJ 

K 4,020 

Mis. S R Industries K 1,99,420 

18,880 

6,304 


Ms. Perfect Engineers 


K 4,63,680 
K 


7 
17-12-2019 Mis. Civil Core Projects (India) Pvt K 4,88,502 


07-01-2019 K 


16-09-2019 Mis. Srinivas N K 3,21,967 


03-08-2019 Ashika Epoxies K 4,86,080 


Scientech Services 4,1 


AMC for 2 Nos 30.82 RKS Robel make Universal 
Power Wrench (Bolt tightening machine) 2019-2020 


Deweeding, Weed killer chemical spraying and Tree 
Prunning at BYPH in line-1 Section of BMRCL track 
Network 

Fabrication, supplying and installation of Base plate 
for 32mt track length at Floor Area track Extension in 
RBL Baiyyappanahalli 

Supply, installation and commissioning of Rail 
Lubrication system in BMRCL track network. 
Fabrication, supplying and installtion of Baseplate for 
Embedded track at baiyyappanahalli depot. 


Fabrication, supply and installation of RDSO rail 
screw clamps to protect defective welds in Line-1 
section BMRCL Network. 


Repairing of secondary grouting pedestals of CMS 
crossing with Epoxy sealant and strengthening by 

56 SS Ms § , K 
Injection grouting in Point and crossing of Line-1 track 
network. 


Manufacturing, supply and Fixing of Bird scarier discs 
at BYPH station location and in BYPH yard of L-1 
section on request of other department 


Repair of Damaged Up-stand plinth with epoxy 
grouting material in L-1 section between TTY-MYRD 
in both UP & Down line for protecting civil structure 
and point and crossing cement structure to comply 
safety audit inspection notes 


AMC for Continuous Rail thermometer for the year 
2019 - 2020 
Supply and installation of curve boards on hand rail 


post in Reach-2 of L-1 section. 


Calibration of Toe load measuring device 


Carting of ballast unloading, spreding and dressingin 
baiyappanahalli Yard 


BMRCIP.Way/02/AMC-BTMI/L-1 


BMRCL/O&M/P-WAY/L-1/34/2019D&TP/274 


BMRCL/O&M/P.WAY/L-1/26/2017/SAB/16 


BMRCL/O&M/P.WAY/L-1/46/2018/RLS 


BMRCL/O&M/P.WAY/L-1/55/2019/TE 


BMRCL/O&M/P-WAY/L-1/52/2019MSFSBE- 
RS/173 


BMRCL/O&M/P-WAY/L-1/44/2020/RDU/221 


BMRCL/O&M/P-WAY/L-1/22/2019%/SIHSB/186 


BMRCL/O&M/P-WAY/L-1/70/2019/DPF/184 
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04-07-2020 Ashika Epoxies 


AMC for 3 Nos 30.82 RKS Robel make Universal , 
Power Wrench (Bolt tightening machine) 2020-2021 BMRCIP.Way/02/AMC-BTM/L-1 10.08.2020 Premier India Agency 


Carting of ballast from Engineering siding to IBL and 
point and crossing in BYPH yard including loading, F y 
್ಷ y _ h f BMRCL/O&M/P-WAY/L-1/53/2019/CB/154 13-01-2020 Ashika Epoxies 
unloading and dressing as directed by engineer in- 
charge during night or as per the blockk arranged 
Recoupment of deficient ballast at IBL[point locations 
and SBI stabling lines by Loading, Caring &  [BMRCLJO&MIP-WAY/L-1/18/2020/CSPB/174 02-06-2020 [Mis. Perfect Engineers 
Dressing to the required profile in baiyappanahalli of 
L-1 section 
Manufacturing, Supply and Commissioning of Track 
machineries and manufacturing, machining, fabrication [2% RCT JQ&MIP-WAY/L-1/49/2018/PRCMI/179 17-06-2020 [| Mi. SR Industries 
of track tools for the purpose of A.T welding of Line-1 
section of BMRCL Track network. 


Sypply atid Colnnissoneic Tacs based zal BMRCL/O&M/P-WAY/L-1/67/2019/TRL/1102 13-01-2020 [Lincoln Helios (ndia) Limited ಸ 4,71,660 
Lubrication system for BMRCL track network 
Sportal ne [5 


70 
1 


7 


AMC for Track lubrication system from 2020-2021 BMRCL/O&M/P.way/15/2019/AMC-ARLS 23.03.2019 Lincoln Helios (India) ltd K 1,44,000 


pg Pang ok Rabahdpedeste golumns of [BEiand, BMRCL/O&M/P-WAY/L-1/27/2020/0DY/187 07-07-2020 PNP industries ಫ 4,87,470 
Underfloor washing line in BYPH Depot L-1 section 


Repairs, Scraping, Buffing of Buffer stops at IBL-1,2,3 
including Painting of Epoxy Zinc Phosphate Primer, f 2 
73 ; BMRCL/O&M/P-WAY/L-1/27/2020/0DY 28-09-2020 PNP industries K 1,72,221 
Polyurethane epoxy Red and Golden Yellow paint, the 
work to be executed as directed by Engineer In- charge 


LATE NLR OE OBR BMRCL/O&M/P-WAY/L-1/19/2020/R2U2/175 29-05-2020 [| Mys. Maruthi Sign Boards ಸ್ಥ 4,87,995 
station of BMRCL Line-1 track network. 


Reconditioning of insecure anchor bolts by epoxy 
75 injection grouting in L-1 section of BMRCL track BMRCL/O&M/P-WAY/L-1/32/2020/RIA 13-08-2020 PC Infratech Solution K 4,72,970 
network 


AMC for 2 No's of USFD testing machine for Weld 30.01.2020 A ಸ್ಥ 90.000 
tester 2020 to 2021 


Re-conditioning of cracked damaged secondary 
grouting pedestals in r-1 section from PO1G & PO2G 
onwards up to MAGR turnouts in L-1 section of 
BMRCL track Network 


78. |Modcatioh.ot RDSO Fish plates:de Moditied'Claps: | RSL OEMIP WAY IED POLSESMEC 21.05.2020 [Ms. PNP Industries ಫ 1,57,648 
in L-1 section of BMRCL ನ We 


Supply Transportation and stacking of Track Machine MRCL/O&M/P-WAY/L-1/07/2020/PB/C- F 
crushed ballast to Baiyanahalli Depot 23402/1244 102-2020: - MNE Bngiteess $ ಹ 


BMRCL/O&M/P-WAY/L-1/32/2020/RIA/231 29-12-2020 Ashika Epoxies 


BMRCL/O&M/P-WAY/L-1/03/2020/BCS 


Painting of station marking in Curves from 49 to 36 in 
both Ul & DL of 1-1 section BMRCL/O&M/P-WAY/L-1/05/2020/PPC/185 
Paint Marking of turnout Stations and details of 


crossing in 1-1 section ofv BMRCL track Network EMR OSE WALLS 


Paint Marking of curve stations from curve no- 28 to 
35C including linkline curve & ballasted track Points 


& crossing versine stations in 1-1 section of BMRCL 
track Network 


BMRCL/O&M/P-WAY/L-1/05/2020/PMC/206 


Periodic USFD Testing of INOX welds at BYPH yard 
DPT testing of CMS crossing in L-1 section of 
BMRCL track Network 


BMRCL/O&M/P-WAY/L-1/30/2020/PCW/216 


| ಹ D Testing of AT wels in BYPH yard of L-|p RCL/O&MIP-WAY/L-1/34/2020/INX-Y/205 03-09-2020  [Scientech Services 


Painting of versine stations in curves of Reach-l BMRCL/O&M/P-WAY/L-1/25/2020/PVS/ 


| 89 | Fabrication & Fixing of Chairs for Chairplates 


gq [SSbuunee og tn rel hom Peehye depot io BMRCL/O&MI/P.WAY/L-1/74/2019/SRP-B 
Baiyyappanahalli depot 
Fabrication, supply and installtion of MS Check rail BMRCL/O&M/P.WAY/L-1/79/2019%1C 


Repair ad welding of damaged 3 seater passenger 
chairs in L-2 station platforms as per the requirement |BMRCL/O&M/P.WAY/L-1/40/2020/FRC 
of operation department. 


Department: P-Way (Line-2) 


Sl. No Name of the Work Work Order No. DE WILE Name of Agency Ma a 
Order Amount in Rs. 


po wh D Testing of Rails and FBW in R-1 of L- |p RCL/O&MIP-WAY/L-1/42/2020/ATW-L1/190 10-07-2020 3,39,970 


26-08-2020 MIs. Perfect Engineers 
13-08-2020 Ashika Epoxies 


4,91,736 


K 
K 4,85,408 
K 


23-07-2023 MIs. Perfect Engineers 4,73,760 
06-07-2020 Toshith Designs K 3,84,911 
14-10-2020 M/s. Maruthi Sign Boards K 3,03,022 


M/s. Maruthi Sign Boards 
K » 

Scientech Services 
ಫ 


4,715,958 


M/s. Trident Construction Solutions ಫ 4,38,122 
i j i . 1 


06-07-2020 


BMRCL/O&M/P-WAY/L-1/78/2019/FC/1100 11-01-2020 MIs. Civil Core Projects (India) Pvt K 4,90,00 


Supply, installation of check rail bolts and galveniZng | RCLIORMIP.WAY/L-1/24/2020/GRB/189 08.07.2020 |My. PNP Industries ಸ 
of old rusted bolts to P. Way stores. 


2,69,394 


03.01.2020 M/s. Naksha & Co. K 4,93,920 
21.01.2020 Mis. Civil core Projects (India) Pvt. K 4,25,000 


17.10.2020 


MIs. Perfect Engineers. 


I Tree pruning, removing bushes/shrubs in entire Test 
track, PNYD 


BMRCL/O&M/PWAY/PNYD/06/2018/TT/01 


Painting Pier number on viaduct in R-4/4A BMRCL/O&M/PWAY/PNYD/07/2018/PNV/02 11.07.2018 ARC Industries 99,792.00 


ರ AND fixing all fastenings of tumout in R- |p RCL/O&MIPWAY/PNYD/07/2018/HDG/04 20.07.2018 ARC Industries 4,67,712.00 
D A g ೧ ೧ OQ 


20.06.2018 ARC Industries 4,98,000.00 
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Tree pruning and clearing debris from viaduct/road 
premises using vehicle along both sides of viaduct in R- 
44A 


BMRCL/O&M/PWAY/PNYD/08/2018/TPR4/05 


strengthening concrete pedestals of secondary drive BMRCL/O&M/PWAY/PNYD/09/2018/TPG/06 
bar assembly in lin 9 turnouts of R-4/4A 


Design, develop supply & Commissioning of 01 no 


y f / BMRCL/O&M/PWAY/PNYD/11/2018/BOT/01 


battery operated track inspection trolley 
Ultrasonic testing of anchor bolts in 14no. Sharp 
curves, L2 


Fabrication and fixing of chainage board to handrail of [| RCLIO&M/PWAY/L2/01/2019/FCB/01 02.01.2019 Civil Core Projects P. Ltd 4,82,856.00 
viaduct from NGSA-SPGD 


BMRCL/O&M/PWAY/PNYD/12/2018/ABT/07 


Ultrasonic testing of AT welds BMRCL/O&M/PWAY/PNYD/02/2019/UTW/08 


Transportation of rails from PNYD to Mainline 
stations MHLL, KVPR, SPGD along L-2 track netwrok 


Supply installation ob hectomely boards tom SEGD 1 REL OSNEWS IDI EOS/STEBIO] 09.04.2019 Srinivas N 4,91,904.00 
Yelachenahally metro stations 
PN the replacement of defective AT | \RCL/O&MIPWAY/L2/05/2019/RP.DF ATW/02 10.05.2019 Synergic Engineers 68,544.00 


third party inspection of eccentric bushes at 
M/s.Carbonaire Industries, Tamilnadu 

Increasing Checkrail clearance by modifying check rail 
brackets in shrap curve GS-UP-10 between RINR- 
KVPR 

Increasing Checkrail clearance by modifying check rail 
brackets in shrap curve GS-DN-10 between RINR- 
KVPR 


Painitng Pier No. on viaduct walkway in R-3/3A/3B 


Ultrasonic testing of AT welds in Peenya depot BMRCL/O&M/PWAY/L2/05/2019/UTW/01 15.05.2019 3,77,608.00 


Supply installation commissioning and training of AT 
weld equipments 


BMRCL/O&M/PWAY/L2/03/2019/TMR/01 


BMRCL/O&M/PWAY/PNYD/06/2019/TPI- 


EIB/02/315 


BMRCL/O&M/PWAY/PNYD/10/2019/1CC-R3- 


UP/01 


BMRCL/O&M/PWAY/PNYD/07/2019-20/E/ICC- 


R 


BMRCL/O&M/PWAY/L2/01/2019/PNV/01 02.01.2019 ARC Industries 1,20,360.00 


3/01 


BMRCL/O&M/PWAY/PNYD/08/2019-20/SICT- 


ATWE/L2/01 


Construction of Pway store cum office rooms in 
KGWA. SPGD BMRCL/O&M/PWAY/L2/05/2019/SOR/04 


Loading unloading & Transportation of 02 no. Glued 
joints from PNYD to SPGD station 


05.09.2018 Raju Wood Works 4,96,600.00 


28.09.2018 ARC Industries 4,30,080.00 
27.11.2018 Maini Material Movement P Ltd. 4,96,000.00 


26.03.2019 Chandru Chain Links 2,18,400.00 


03.07.2019 SGS India Pvt Ltd 16,756.00 


02.11.2019 Synergic Engineers 4,85,408.00 
15.07.2019 Synergic Engineers 4,84,176.00 


27.05.2019 ARC Industries 4,88,880.00 


BMRCL/O&M/PWAY/L2/04/2019/RSR/02 16.04.2019 Chandru Chain Links 72,800.00 


Providing Emergency vehicle (MUV) to Pway L2 . MRCUOSMEWASENSDIS ZU IN ERI EO Sod 498,960.00 
Providing RDSO approved welders for execution of BMRCL/O&M/PWAY/PNYD/08/2019-20/RDW- 13.08.2019 Civil Cote Projects P. Lid 4.16.640.00 
defective weld replacement works AT/L2/01 


Oscillation monitoring services by Systems AIDS for 1 
year 


Ultrasonic testing of AT welds in NGSA-PUTH 


B 
B 


MRCL/O&M/PWAY/PNY 


BRR ATWO 


MRCL/O&M/PWAY/PNYD/01/2020/0MS/001 17.01.2020 99,120.00 


Tree pruning and clearing debris from viaduct/road 

25 premises using vehicle along both sides of viaduct in R-|BMRCL/O&M/PWAY/L2/07/2020/TP/03 06.08.2020 Sree Annapurneshwari Enterprises 4,21,200.00 
44A 
Increasing Checkrail clearance by modifying check rail 

26 brackets in shrap curve GS-UP-18 between SPRU- RCLOSM EWAN ENED OTEC RSE: 01.12.2020 PNP Industries 3,96,312.00 
SPGD 
Increasing Checkrail clearance by modifying check rail 

-R3- 

27 brackets in shrap curve GS-UP-04 between SSFY- BNR OSMPWATIENTD QO POLUISERS 30.06.2020 PNP Industries 3,47,928.00 

MHLI UP/03 


Increasing Checkrail clearance by modifying check rail 

28 brackets in shrap curve GS-DN-18 between SPRU- ಗ REP OSMEN PEDDIE RADE 12.09.2020 PNP Industries 4,04,544.00 
SPGD 
Increasing Checkrail clearance by modifying check rail 

29 brackets in shrap curve GS-DN-04 between SSFY- EMO MEY ENDO TES 13.03.2020 PNP Industries 411,488.00 
MHLI DN/01 


30 ರ binding of track inspection registers {0 [R\IRCL/O&MIPWAY/PNYDI/O2/2020/PR-REG/02 13.02.2020 Sadguru Screens 99,745.00 
gp BED SEC ID Hay BOUL LDA US BMRCL/O&M/PWAY/PNYD/06/2020/RSG-CMS/01 | 11.06.2020 Ashika Epoxies 74,480.00 
CMS crossing by Epoxy Seealant R-4 


Ultrasonic testing of AT welds between NGSA-YPM- 
32 NLC metro stations of L2, KM Oto 5400 & KM Oto |BMRCL/O&M/PWAY/PNYD/01/2020/UT-ATW/01 30.01.2020 Scientech Services 
10500 
Tree pruning and clearing debris from viaduct/road 
33 premises using vehicle along both sides of viaduct BMRCL/O&M/PWAY/L2/10/2020/TP/04 22.10.2020 ARC Industries 4,99,895.00 
from SECE to yelachenahalli/PUTH, R-4/4A 


Anti corrosive painting of checkrail & brackets in 
34 sharp curve no.04 on both UP & DOWN lines, SSFY- BMREL OSM ESE HELE RG: 06.08.2020 PNP Industries 99,322.00 
R3/WO/04 
MHLI 
Manufacture supply & Commissioning of detachable |BMRCL/O&M/PWAY/PNYD/02/2020MSC- 7 
33 hb weicheGolley ETT eaDacity bp Bway Lz LWMT/O1 13002 SRR MN 
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Bangalore Metro Rail Corporation Limited (O&M Wing) 
ವಿಧಾನ ಪರಿಷತ್ತಿನ ಸದಸ್ಯರಾದ ಶ್ರೀ ಕಾಂತರಾಜ್‌ (ಬಿಎ೦ಎಲ್‌) (ಸ್ಲಳೀಯ ಸಂಸ್ಥೆಗಳ ಕೇತು ಇವರ ಚುಕೆ ಗುರುತಿಲ್ಲದ ಪ್ರಶ್ನೆ ಸ೦ಖ್ಯೆ: 448 (613) 
ವಿಷಯ: ಹBಖRಣC೭ನಲ್ಲಿ ತುಂಡು ಗುತ್ತಿಗೆ ಕಾಮಗಾರಿಗಳ ಬಗ್ಗೆ. 


Department: P.Way, Line-2 


Work Date of Name of 


Name of the Work Work order Amount in ‘Rs.’ 


Order No. 


Work order 


Agency 


The repair to secondary 
grouting of pedestals in 
CMS crossing area by 
Epoxy sealant Duro 

grout, R3, 3A &3B of 


L-2 BMRCL 

Tree pruning and 
clearing debris from 
viaduct/road premises 
using vehicle along 
both sides of viaduct 
from Silk 


BMRCL/O 
&MI/P.Way 
{PNYD/08/ 
20/RSG- 
CMSR3/L2 
101 


BMRCL/O 
&M/PWA 
Y/L2/10/20 
21/TP/04 


14.08.2020 


22.10.2020 


Perfect 
Engineers 


ARC 
Industries 


3,10,589.00 


4,90,066.00 


Repair, Scraping, 
Buffing of Buffer stop 
at IBL-1,2,3 in PNYD 
Depot, including 
painting of Epoxy Zinc 
primer, 
Polyurethane epoxy 
Red and Golden yellow 
Paint. Work to be 


BMRCL/0 
086/PWA 
Y/2020 


02.03.2021 


PNP 
Industries 


1,63,457.00 


9,64,112.00 


Bangalore Metro Rail Corporation Limited 


Details of Approval & issueing work orders in line 2 stations/ Depot! PEENYA/ SGK 
O&M staff quatress for the year 2021-2022 


Work order 
|| ್ಯ 
SI No Subject 
Water proofing work at YPM and rest room of 
1-04-2021 
EE & NGSA Station-reg. 01-04-20 


le of rel i 
Sale of released old/ used available size stones at 07-04-2021 


W O Amount 
4,715,404.16 


\ 71,980.00 
Y junction -reg 


Providing AMC for one year with effect from 
1.05.2021 04.2022 of R its. 
3 01.05.2021 to 30.04.2022 of RO units. Water 20-04-2021 4.03.200.00 


purifiers ( 15/50/500 Ltrs hour capacity) 11 nos. 
At Peenya Depot & RSS sub station reg 


Security related works at RVR & PUTH Stn and 
A 21-04-2021 
Providing Syntex tanks at JYN stn-reg 


MSLNS works at YPM,SSFY,MHLL, RINR, 


4,96,572.00 


5 |KVPR, SPRU & SPGD Metro Stations-regard 15-05-2021 


4,99,592.63 


msln's works under civil maintenance in Line-2 


27-05-2021 4,80,685.84 


stations-reg 
msIn's works at PEYA Staff Qtrs, PNYD & R4 
stations-reg 
Various civil works at SG Kaval Qtrs,R3A & R3B 
stations-reg 
Repairing of existing Shaft doors, Gutter cleaning, 
SS grating & other msln's works in R3 stations-| 03-06-2021 


Providi d fixing Pi & 
ow ing an fixing goon net, sump cover 03-06-2021 4.99.594.00 
debris removal in R3 Stations-reg 


Restroom water proofing work at Peenya staff 
quarters, PNYD both gate weld Mesh work, Shaft 
door stickers & other msln's works in Line-2 LE oi 
stations-reg 

Emergency works at R4/R4A Stations-reg 11-06-2021 4,48,362.91 
Epoxy injection grouting & epoxy application 

13 |work for damaged columns pedestal at RBL | 14-06-2021 4,16,780.32 

Building, PNYD-reg 
Provid Fi 
Iodine and fixing Name boards above PFL at 08-07-2021 4.02.752.00 
DSH Station-reg 
Providi d fixing N boards above PFL at 
roviding ixing Name boards above at | 49-07-2001 3,98.361.60 
JLHL Station-reg 


03-06-2021 4,90,812.62 


03-06-2021 4,29,539.99 


4,97,280.00 


16 Applieanon for bird repellentgel closing of pigeon 12-07-2021 497,280.00 
entries in DSH Station-reg 
MslIn's works to be taken up for providing RCC 
17 15-07-2021 4,98,609.37 
8 drain from NGSA to DSH stns-reg 
Application Concentric reflecting discs at PF roof 
1 15-07-2021 4,69,862.40 
18 | NGSA, DSH, JLHL & PYID Stn-reg al 
19 Providing and fixing MS frame with alumininum 20-07-2021 398,362.00 
sheets at NGSA station-reg 
Epoxy injection grouting & epoxy application 
20 |work for damaged columns pedestal at RBL | 27-07-2021 411,671.50 
Building, PNYD -reg 
ivil Mai ks at MHLL, YPM FY 
A aintenance works at h & SS 06-08-20221 498,375.70 
stations-reg 
Water proofing works at Rest rooms, roof slab etc 
2 06-08-2021 4,50,216.00 
| 23 [Msln's civil works at SPGD station-reg 07-08-2021 498,163.21 
ಥ) -08- 


Providing and fixing 3m stickers (Yellow) at R4B 
4 |& JIYN Stations & Ladies Name stickers at Line-2 | 21-08-2021 498,004.18 
Elevated stations-reg 


2 
p ApplicaoD for bird vepellentgel closing of pigeon 21-08-2021 497,280.00 
entries in MHLI Station-reg 
Providing & Fixing MS ladder near access Gates 
27 Jon walkways after PFs as per below mentioned | 23-08-2021 4,64,7155.20 
schedule, terms and conditions-reg 
Civil & msln's works in PEYA & SGK Staff 
28 23-08-2021 4,93,887.21 
| 28 quarters, PNYD & R3/R3A/R3B stations-reg | 2308201 | 49388721 
Providing and laying UPVC pipeline for drinking 
29 |waterb units at APTS station, saftey net works at | 09-09-2021 487,901.00 
BNSK station and other Mslns works at PNYD 


30 Providing and fixing ACP signage boards for 08-09-2021 443,520.00 
amruth Mahotsav 
Ms/Aluminium boards for 75th 


2 > 
Water proofing works at Rest rooms, roof slab etc 
5) 21-08-2021 423,325.00 
at PEYA Staff Qtrs (3 no's) Qtrs.No 4, 24,&15. 
| 


09-09-2021 4,36,800.00 
independence day celebrations 


| Total 1,39,45,545.55 


Bangalore Metro Rail Corporation Limited 


Traction Works During the Year 2021 


Name of the work 


Transformer Oil 
ate BMRCL 


Power 
Filtration 


Receiving Substations 


Fabrication of Name post for 
Earth pits in Peenya Depot 
and Baiyappanahalli Depot of 
BMRCL 


providing Emergency Vehicle 
(Multi Utility Vehicle) 


Conducting Diagnostic Tests 
on 33 KV Cables 

Repair of Stationary Stinger in 
Repair Bay Line, Peenya 
Depot, BMRCL. 


Work order No 


WO No. BMRCL 0004 TRC 
2021/FILTRATION/WO 


NO: BMRCL 0059 
O&M/PNYD/TRAC 
2019/NAME POST-2/WO 


No: BMRCL 
O&M/PNYD/TRAC 
2021/LOA 

WO NO: BMRCL 0017 TRC 
2021/PD//WO 


BMRCL 0026 TRC 
2021/STINGER/WO 


Date Of Work order 
Work |Nameof Agency] amount in 
order 


M/s Sree 
16-02-2021 |Gajanana Power 
Control Pvt, Ltd 


ಫ 3,25,680 


01-04-2021 |MSS VAT ₹ 2,23,256 


Enterprises 


01-04-2021 MIs Safir Pasha 


Rs 
Car Rentals : 


₹ 2,49,335 
0620 MS TNM Gene 4-4 65000 
Pvt Ltd 


M/s Elesquare 


31-07-2021 
Systems, 


Fabrication, Supply and 
Installation of Display Boards 
in Mysore Road RSS 


No. BMRCL 0033 TRC 
2021/BOARDS /WO 


A 
Enterprises 


Installation of Cad Weld Joint 
Insulation Repair Kits. 


BMRCL 0004 
O&M/PNYD/TRAC 
2021/02/CAD WELD/WO 


17-08-2021 MS 


Multipressings 4493S 


Cleaning and Painting of 
66/33kv Power 
Transformer,CT at BYPH-RSS 


No.BMRCL/0068/TRC/2020/( 


M/S Lakshmi 
20-01-2021 [Control system, 
Bangalore 


4,92,532 


Cleaning and Painting of 
66/33kv Power Transformer at 
MYRR (GIS) 


No.BMRCL/0006/TRC/2021/( 


M/S Lakshmi 
19-05-2021 [Control system, 
Bangalore 


4,47,928 


Supply, Fabrication,Installation 
of Pedestal for DC cable 


cadweld areas at mysore road 


metro station bufferend area. 


No.BMRCL/0007/04&M/BYP 
H/TRAC/2021/C27291 


M/S E&D 
17-05-2021 \Concepts, 
Bangalore 


3,73,282 


Supply, Fabrication,Installation 

of Pedestal for DC cable 
cadweld areas at mysore road 
metro station Platform and 
crossover area. 


Vrishabhavathi 66Kv Power 
cable Jointing work 


No.BMRCL/0008/BYPH/TR 
C/2021/ C27292 


No.BMRCL/0012/0&M/BYP 
H/TRAC/2021/ C27759 


07-07-2021 |Concepts, 4,91,963 


M/s 
Nagalakshmi 
Elecricals, 
Bangalore 


27-06-2021 2,59,101 


HOODY CABLE FAULT 
RECTIFICATION WORK 


BMRCL/0017/0&M/B YPH/ 
TRAC/2021/C28279 


31-07-2021 ಸ 3,73,542 


Total Value ₹ 43,47,993 


Bangalore Metro Rail Corporation Limited (O&M Wing) 


Details of Work Contracts Upto Rs.5 Lakhs 
DETAILS OF WORK ORDER ISSUED FROM JAN 2021 - AUGUST 2021 


SL Name of the Work WORK Order No. Hat 0 Work Agency Work Orde Remarks 
No. order issued Amount in Rs 
1 |Piversion of water stagnation at transition [2 RC1/0025/SSM/2020/W.O N.0 52 09-01-2021 I 4,62,668.00 
span track level (HSLI Stn) creations 
Covering gaps by chequered plate at Mis. SP 
2 |walkway access between BYPH to MAGR |BMRCL/0001/SSM/2021/W.O N.o 53 19-01-2021 Bisnis 3,17,520.00 
till CBPK ramp 
Supply & fixing of stabilizer conical base 
3 plate assembly with split locks & locking [BMRCL/0011/SSM/2020/W.O N.o 54 20 | MSSDMSS 27,140.00 
Technologies LLP. 
bolts 
Providing and fixing of GI gutter between MKSRR 
4 |viaduct span in Reach-] section”. No. BMRCL/0001/SSM/2021/W.O N.o 55 05-02-2021 RET 4,91,232.00 
Enterprises 
Blockage Clearing of Rainwater down Ms. S.P 
5 take pipes of Piers by pressure jetting in |No. BMRCL/0019/SSM/2019/W.O N.o 56 08-02-2021 Enisihilises 4,80,256.00 
Reach-1 section 
Walkway handrail painting at SVRD-IDN 
section (REACH-1).” No. BMRCL/O&M/CSW/L1/27/2019/IDN- Mis. RR. 
f SVDB (P2)/W.O N.o 57 Enterprises 0 
Replacement of damaged composite 
ಘರ ಭಿ MESA No. BMRCL/0002/SSM/2020W.O N.0 58 16-02-2021 | M RS 4,95,802.00 
section 
Removing and fixing of Shear key & M/s. Maruthi 
8 No.BMRCL/0001/SSM/2019/W.O N.o 59 27-02-2021 Construction 46,620.00 
supply of MS plates for P-128 (B-1 & B-2) Solutions 
Supply & fixing of number plates for Piers 
9 [in Line-1 section from BYPH to HSLI _ |[No. BMRCL/0003/SSM/2021/W.0. No: 60 23103/2021 | Ua ಸ 4,81,676.00 
Diversion of water stagnation at transition M/S KRUPA 
10 span track level at AGPP station R-2 |No. BMRCL/0023/SSM/2019/W.O. No: 61 05-04-2021 CREATIONS 4,60,208.00 
section 
Calibration of Four No’s of Hydraulic K 
jacks (1700789, 1700790, 1700791, |No. BMRCL/O&M/CSW/L1/36/2017/HI/W.O Ms Sopa 
11 1700792) (200 Ton) capacity & [No62 15.04.2021 EES 28,320.00 
certification by approved agency ಸ 
Servicing/repairs & hydraulic boom Mis. DM3S 
12 platform repair work of TMHP vehicle no: |No. BMRCL/0010/SSM/2020/W.O No. 63 17-04-2021 Teclinoiseits LIP 1,33,198.00 
KA01AJO431 & KA-01-AH-9314 
Cleaning and restoration of water ME. RR 
13 [harvesting pit at reach-1 section No. BMRCL1/0006/SSM/2021/W.O N.o 64 21/04/2021 Flibrpiises 4,85,520.00 
Inside viaduct cleaning and plumbing Mis. SP 
14 repair works from HSLI to VIN in Reach-|No. BMRC1/0025/SSM/2020/W.O N.o 65 26/04/2021 BS 4,85,520.00 
2 section 
Diversion of water stagnation at transition ME. RR 
15 |span track level at DINR station R-2 |No. BMRC1/0014/SSM/2020/W.O N.o 66 15-06-2021 Balers 4,94,648.00 
Section 
Diversion of water stagnation at transition MK 
16 |span track level at MIRD station R-2 |No. BMRC1/0022/SSM/2020/W.0.No.67 06-07-2021 ದ 4,55,325.00 
section 
Diversion of water stagnation at transition 
17 [span track level at VIN station R-2 section [19 PRS SS 06072001 | a 485,520.00 
Manhole cover painting work at track Ms. PSR 
18 level from MIRD ramp to MYRD buffer | No. BMRCL/0007/SSM/2021/W.O. No.69 06-07-2021 IR 76,415.00 
end in reach-2 section 
Inside viaduct cleaning and plumbing MEN RET 
19 repair works from VIN to AGPP in Reach-|No. BMRC1/0013/SSM/2020/W.0O. No.70 07-07-2021 ¥ 4,89,776.00 


2 section 


Building Solutions 


Inside viaduct cleaning and plumbing 


20 [repair works from AGPP to DINR in |No. BMRCL/0016/SSM/2020/W.0.No. 71 08-07-2021 He) ಹ 4,87,760.00 
Reach-2 section 
Inside viaduct cleaning and plumbing 
ZN reps sworks Hort DINR So MYRD Ro: CMECL OS MICS WISSM ELON ng Miss 4,54,910.00 
R | MD/W.0.No.72 Enterprises 
of Line-1 section 
Supplying and fixing of numbering plates 
22 [0% “entiation of piers from TL 19 [o, BMRCLIO003/SSMI/2021/W.0.No. 73 iron" | MS RNS 3,34,365.00 
section 
Inside viaduct cleaning and plumbing ಮೇ 
23 repair works from MIRD to HSLI R-2 of |No. BMRCL/0018/SSM/2020/W.O.No. 74 oN Bp 4,91,938.00 
$ £ Building Solutions 
Line-1 section 
Painting of medians from HLRU to CBPK M/s. Arms 
24 |ramp in Reach-1 of Line-1 section No. BMRCL1/0015/SSM/2020/W.0.No.75 03-08-2021 Engineers & 4,74,584.00 
Contractors 
Cleaning and restoration of water | 
25 [harvesting pit from IDN-TTY at Reach-1 [No. BMRCL/0006/SSM/2021 /W.O. No. 76 | 19-08-2021 Na 4,84,680.00 
section 
Repairs/rehabilitation of cracked/damaged 
RCC pedestals at bearing gap locations in M/s. ARMS 
26 |R-1 (from BYPH to MG road till CBPK EL, 27-08-2021 ENGINEERS & 4.84.579.00 
ramp) of L-1 section CONTRACTORS 
Total 1,00,25,633.00 


DETAILS OF WORK ORDER/CONTRACT FOR THE PERIOD FROM JAN-2021 TO Sept-2021 


Sl 


Name of the work 
No. 


REPAIR/REHABILITA 
TION OF 
PEDESTALS 
Application of Anti- 


RCC 


carbonnation Paint for 
portal beams 

Walkway expansion joint 
covering between JYN 
to PUTH 


Design, manufacturing, 
supplying and operation 
of Hydraulic 
Cylinders/Hydraulic 
Jacks with technical 
specification 
prescribed 
Cutting cleaning of 
Thorny bushes "@ Y 
junction 
Cuttin, 


refixing of Choaked 
drain pipes 


viaduct from SECE-JYN 
EPOXY GROUTING 
FOR PIER NO PDR -27 
BETWEEN JLHL AND 
PYID METRO 
STATIONS 

Design, manufacturing, 
supplying and operation 
of Hydraulic Power pack 
with technical 
specification as 
prescribed 

Epoxy Grouting for Pier 


as 


cleaning & 


inside 


[ 


y 


0 


No-476 

Repairing and replacing 
12 lof chain link fencing in 
Y-junction 


RCC pedestals 
No-EP 40 


cutting cleaning of pipes 
inside viaduct B/n RVR- 
BSNK 

Replacement 


13 
14 


of 


16 |Elastomeric Bearings at 


Pier No-EP121 & EP-43 


[ON 
Mn 


Supplying of Elastomeric 
Bearings 


[ER 
~~ 


Epoxy grouting for pier | No.BMRCL/O&M/DGMI/SS 
No PDR-26 M-L2/WR95/2020 
Inside viaduct cleaning | No.BMRCL/O&M/DGMI/SS 
from YPM-RINR M-L2/WR97/2020 


File Number 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR92/2020 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR93/2020 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR94/2020 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR98/2020 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR99/2021 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR100/2021 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR96/2020 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR101/2021 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR102/2021 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR104/2021 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR105/2021 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR107/2021 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR108/2021 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR109/2021 


No.BMRCL/O&M/DGMI/SS 
M-L2/WR110/2021 


Value of work Status of 
Name of the 
Work order date CRAG completed as on |payment 
31-08-2021 
07.01.2021 Ashika Epoxies 497952 completed 
60D, PS SontLG ons 499435 completed 
& Grouting 
08.01.2021 Ms Camel 499800 completed 
solutions 
08.01.2021 Ashika Epoxies 498960 completed 
01.02.2021 pC cbulsch 498400 completed 
Solutionsa 
M/s. OM Shakthi Work order 
2 Hydraulics Pvt.Ltd A issued 
15.02.2021 Misono 498512 Completed 
Engineers 
16.02.2021 MAE 490290 Corigleted 
Constructions 
05.03.2021 Ashika Epoxies 498960 completed 
M/s. OM Shakthi Work order 
202 Hydraulics Pvt.Ltd ಹ issued 
Mis. DK 
01.03.2021 Constructions & 498579 Completed 
Grouting 
15.03.2021 Msp 497960 Completed 
engineers 
giios2osi: | MSPS indatech 495936 Completed 
solutions 
13.03.2021 Mis sbi 498960 Completed 
CpoXicas 
13.03.2021 Ms: perieet 495600 Completed 
engineers 
ifs. || BC itratech 497960 Completed 
solutions 
13.03.2021 M/s ix rubber 498960 Completed 


industries 


inside viaduct cleaning | No.BMRCL/O&M/DGMI/SS MIs. PC infratech 


Walkway expansion joint No BMRCL/O&MIDGMISS Mis. DK 
4 0. | 
19 covering between JYN ML2/WR 112/2021 15.03.2021 Constructions & 448400 Completed 


to PUTH Grouting 


Repaiirs/rehabilitation of | No.BMRCL/O&M/DGMI/SS MIs. Ashika 
EK pedestals M-L2/WR114/2021 SNR 494928 Completed 


Cutting, cleaning & 


refixing of ChoCked 
2 No.BMRCL/O&M/DGM/SS 07.04 2021 Ms. Perfect 470525 Copied 


drain pipes inside M-L2/WR116/2021 Engineers 


viaduct from NLC-LBGH 


Fixing of Naming Plates | BMRCL/O&MIDGMI/SS M/S Carmel 
A 0. arme 
pi piers from RINR to M-L2/WR 119/2021 19.04.2021 Solio 495305 Completed 


Epoxy Grouting for Pier | No.BMRCL/O&M/DGMI/SS M/S Carmel 
No-410 M-L2/WRI120/2021 (80202 solutions ls Completed 


Replacement of 


MIS . PC 
F ; No.BMRCL/O&M/DGMI/SS 
Elastomeric Bearings at ML2/WR121/2021 08.05.2021 fais 499140 Completed 


Pier NoEP-105 & EP -71 


Cutting, cleaning & 


refixing of ChoCked | BMRCLIOAMIDGMISS Mis. Perfect 
ಸ p 0. s. Fertec 
pipes inside ML2/WR 122/2021 11.06.2021 FATE 499730 Completed 
from SECE- 


cleaning & 


refixing of Chocked ; 
2 No.BMRCL/O&M/DGM/SS 05.07 2021 PC infratech 495187 Cel 


drain pipes inside M-L2/WRI123/2021 solutions 


viaduct from JLHL-PYID 


Epoxy Grouting For Pier | vo BMRCLO&MDGMSS | 597202 | DK Constructions ps ವ 
Ws M-L2/WR125/2021 4 & Grouting 


APPLICATION OF 
ANTI-CARBONATION 


AND 
WATERPROOFING NEBR LCSD SMS 05.07.2021 Carmel solutions 494072 Completed 


M-L2/WR127/2021 
PAINT FOR PORTAL 
BEAMS AT REACH - 


3A OF LINE-2. 
Epoxy Grouting for Pier | No.BMRCL/O&M/DGMI/SS PC infratech 
No- EP-18 M-L2/WR128/2021 TL solutions 4/0288 Completed 
Msde ae! No.BMRCL/O&M/DGMI/SS Work ord 
Ci . 0. pe ಈ OTK Order 
rectification work from ML2/WR130/2021 04.08.2021 Ashika Epoxies 495600 ic 
P4 to P7-4 spans 
RECTIFICATION 
JRECONSTRUCTION 
WORK BETWEEN 
NLC METRO No.BMRCL/O&M/DGMI/SS Work order 
STATION VIADUCT M-L2/WR 131/2021 04.08.2021 Perfect eng 305256 Fed 
AND TUNNEL ENTRY 
TOWARDS KRMT. 
Epoxy Grouting for Pier No.BMRCL/O&M/DGMI/SS 07.08.2021 DK Constructions 350000 Work order 
No EP-54 M-L2/WR132/2021 & Grouting issued 
Plastering of Retaining | BMRCLIOAMIDGMISS Work ord 
್ಯ 0. p h OTK Order 
wall extended portion ML2/WR 133/2021 10.08.2021 Ashika Epoxies 4716000 FNS 
near tunnel Entry 
Plastering of Retaining 
wall extended portion | No.BMRCL/O&M/DGMI/SS Work order 
near tiene Britrydovin M-L2/WR 134/2021 04.09.2021 Perfect eng 462000 ished 
line 
pace oo No.BMRCL/O&M/DGMISS PC infratech Work ord 
f . 0. Iniratec: OTK Order 
Elastomeric Bearings at ML2/WR 135/2021 04.09.2021 REINS: 486640 a 


Pier NoP-351& P -367 


Total amount 16791191 


Bangalore Metro Rail Corporation Limited 


2021 
sb Name of the Work Work Order No Date oi WOLKE Name of the Agency WOES OIdSE 
No Order Amount 
Paint marking of A.T. Welds Numbers 
and pedestal column numbers in _ i Si 
1 | Pp | | BMRCL/O&M/P.Way/L- 16.01.2021 M/s. Maruthi Sign 444717 
Baiyyappanahalli Depot of L-1 section 1/36/2020/PMC Boards 
BMRCL track network. 
Strengthening of Loose Anchor Bolts OTB ET ei 
3. . - S. cahana 
Go DSWESD SNE an TDN ORR 1/32/2020/RIA HO Constructions 0 
Section of Line-1 
Design, Manufacture and Supply of BMRCLIOSMIP WAIL 
3 Modified MS Base plate for C.No-37 1103/2021/TA 04.02.2021 MIs. PNP Industries 489606 
in both UL & DL 
Attending Gauge at Curve-37 by 
Fabrication, Milling, antl corrosive | BMRCL/O&M/P.WAY/L- 04.02 2021 Mis. Ess Vee 201898 
paint application of existing base plate 1/04/2021/C-37 Constructions. 
cant including installation. 
Repair of cracked secondary grouting 
pedastals by attaending outer 
5 periphery and finishing proper size BMRCL/O&M/P.WAY/L- 05.02.2021 Mss. Sahana 358389 
and shape including PU Paint at 1/27/2019/RCSBP Constructions 
MYRD PO03A and PO4A in Reach-2 
section of Line-1 Track. 
Painting of Anticorrosive bituminous 
aint to prone to corrosion rails at A 
Pp Pp BMRCL/O&M/P.Way/L 15.02.2021 MIs. Ess Vee 472472 
KGWA Platform area of UG-2 section 1/2012020/R1Y Constructions. 
of L-1 track netwrok. 
Strengthening of Loose Anchor Bolts DS 
. Wayl/L- A 
7 [in between MAGR and CBPK of R-1 1103/2019/RABG 18.02.2021 Mis. Perfect Engineers 486787 
Section of Line-1 
AMC of Robel bolt tightening machine | BMRCL/O&M/P.Way/L- Mis. Premier India 
8 1/02/2018/AMC-BTMI/L-1 21.04.2021 ” 150450 
Agency 
1324 
Design, Fabrication, Manufacture and 
pe BMRCL/O&M/P.Way/L- P 
9 supply of Turn buckle and rail tirfors 1/08/2021/TB 01.03.2021 MIs. PNP Industries. 206500 
for P.way Department of Line-1 
AMC of USFD Weld testing machine | BMRCL/O&M/P.Way/L- R 
10 1/25/2017/AMC-WT 23.03.2021 Ms. Paras Electronics 53,100 
Crushed ballast carting, testing and 
£ BMRCL/O&M/P.WAY/L- Mis. Ess Vee 
11 [supply for P.way L-1 section of 1/28/2020/SBB 12.03.2021 ChE 488520 
BMRCL track network at BYPH Yard. 
ol MORE oA L Se BMRCL/O&MIPPWaylL- | 506.2021 | MS. SKF Lincoln is 
1/15/2019/AMC-ARLS/224 Mus Helios 
Repair of Plinth by cleaning dust, 
removing loose concrete deposits, 
filling up of Voids with epoxy | BMRCL/O&M/P.Way/L- P , 
13 , NNR \ 17.03.2021 M/s. Ashika Epoxies. 479326 
Materials and finishing with weather 1/44/2020/RDU ಸ 
pirof PU Paint at C.No-37 in Reach-1 
section of Line-1 track. 
14 RE ie es MIs. System Aid 38350 
1/28/2018/AMC-OMS/483 p ಮ ದ 
Attending epoxy grouting and 
finishing by epoxy mortar for ENCLOSE aE 
15 1/20/2019%/ATTN H-V 23.03.2021 MIs. Perfect Engineers 492822 


anchor bolts 


defective 
between HLRU-TTY Section. 


holding 


CRACKS 


Modification of Existing base plates 


b . BMRCL/O&M/P.Way/L- MIs. Yorokobi Houseki 
16 [for attending of slack gauges in sharp 1/19/2018/SCDL. 24.03.2021 Inc. 174050 
curves of Line-l section 
AMC of USFD Single rail tester BMRCL/O&M/P.Way/27/2 RE ne Jue 
017/USFD-SRT-AMC/L-1 ಯ pp 
Anti corrsoive treatment of rails and CT CORNET ed 
py (§ - Ss. OTOKODI HOUSEKI 
base plates in turnouts at KGWA of 1/26/2020/0DM 25.03.2021 Inc. 481440 
UG-2 section of line-1 track. 
Hot dip galvenizing of rusted T-bolt TS RIE 
p p p -Way/L- Ss. OTOKODI HOUSEKI 
sets of Reach-2 extension line of Line- 1141/2018/ATW-L1 30.03.2021 Tc. 223020 
1 track network. 
Ballast loading, carting, spreading 
dressing and boxing to the required Ta 
_ 4 p Wa fo Ss. cahana 
profile m stabling lines of 1/02/2019/GC k RR Constructions Ae 
Baiyyappanahalli depot of Line-1 
section. 
Attending of Plinth voids surrounding 
the anchor bolts by injection grouting | BMRCL/O&M/P.Way/L- f h 
y 21.04.2021 Mis. Ashika Epoxies. 482496 
between HLRU and IDN station of 1/35/2020/RDG/37 4 
Line-1 section. 
Supply of spares for USFD weld 
testing machine with reference to the PRC WoL 
8 1/25/2017/AMC- 29.07.2021 Mis. Paras Electronics 37052 
quotation No. PE/203-347/2020-21, WT(USFD/L-1) 
dated 30/06/2021. 
Painting, fabrication of accessories 
and overhauling of diesel Motor | BMRCL/O&M/P.Way/L- 03.08.2021 M/s. Yorokobi Houseki 358781 


trollies for the CMRS Inspection of 
R2 Extension. 


1/34/2021/UK 


Inc. 


7133774 


Annexure-2.2 


ಬೆಂಗಳೂರು ಮೆಟ್ರೋ ರೈಲು ನಿಗಮ ನಿಯಮಿತ 


ವಿಧಾನ ಪರಿಷತ್ತಿನ ಸದಸ್ಯರಾದ ಶ್ರೀ ಕಾಂತರಾಜ್‌ (ಬಿಎ೦ಎಲ್‌) (ಸ್ಪಳೀಯ ಸಂಸ್ಥೆಗಳ 
ಕ್ಲೇತ) ಇವರ ಚುಕ್ಕೆ ಗುರುತಿಲ್ಲದ ಪ್ರಶ್ನೆ ಸಂಖ್ಯೆ: 448 (613) 


ವಿಷಯ: ಹBಖಣC[ನಲ್ಲಿ ತುಂಡು ಗುತ್ತಿಗೆ ಕಾಮಗಾರಿಗಳ ಬಗ್ಗೆ. 
LOCAL TENDERS EXECUTED DURING THE YEAR - 2015 
S.No Name OF LOA No. Name of Work Nalugyf 
Contractor work 
Shifting of 2 No's of Spun Pole near 
pocket track at mahalaxmi metro 
M/s.Nagalakshmi BASE station. One No LTFP Box at soap 
1 | 110/2014 ( 
Electricals 3963/0701 2015 factory metro station & 2Nos of 1,80,121.00 
p Electrical poles at P-425 and PDR -8 
near loop line in Reach-3 & 3A 
Total 1,80,121.00 
LOCAL TENDERS EXECUTED DURING THE YEAR - 2016 
Value of 
S.No | Name of Contractor LOA No. | Nameof Work SEE 
I M/s. Engineering & 27.12.2016 Finishing work at reach-4, 4a 
Design Concepts Fe station/viaduct/ramp portion 1,63,343.00 
Total 1,63,343.00 


LOCAL TENDERS EXECUTED DURING THE YEAR - 2017 


ol: Name of LOA No. Name of Work Value of work 
No Contractor 

Supply & Installation of LED 

I M/s.Nagalakshmi BMRCL/078/ELE/20 lights at station entrances and 

Electricals I17/NVol-1 15312 emergency staircase of K.R.|4,26,110.00 
Dtd 30.05.2017 Road, Lalbagh & SEC stations 
. | BMRCL/079%/ELE/20 | Supply and Installation of LED 
( MS NES 17/N01-1/5313 he at station entrance and 


Electricals Dtd 02.06.2017 emergency staircase of Jayanagar, | 4,51,928.00 
R.V.Road and Banashankari 
Metro stations of BMRCL, 
Bengaluru. 
Supply & Installation of LED 
3 M/s.Nagalakshmi | BMRCL/0O80/ELE/20 | lights at station entrances and 
Electricals 17/Vol-1/5314 emergency staircase of JPN & | 4,93,638.00 
Dtd. 05.06.2017 YLH stations 
BMRCL/O81/ELE/20 | Arranging Illumination at parking 
4 Ns, Wes Toeh area at NC metro station of 
Electricals 17/Vol-1/5315 463,990.00 
Dtd. 08.06.2017 Reach-4, BMRCL B'lore 
Supply & Installation of Powder 
5 MI/s.S.S.Electrical | BMRCL/082/ELE/20 | Coated Perforated Sheets for 
$ 17/Vol-1 space between LED light Fixtures | 4,31,148.00 
dtd. 23.06.2017 at reach-4 stations. 
6 | MsSantha BMRCL/OHELE/20 | Supply of LED lights for KGWA 
Electricals 17/NVol-1/5385 station of BMRCL, Bengaluru 98,997.00 
dtd. 10.06.2017 
} | MUs.Santha BMRCL/09S/ELE/20 ರ of LED pa 
Electricals 17/Vol-1/5386 ckpele salon CL. | 92,974.00 
dtd. 10.06.2017 Bengal 
5 | MsSantha BMRCL/096/ELE/20 pT of LED ಗ ಮ ಹ 
Electricals 17/Vol-1/5387 I ” | 95,997.00 
dtd. 10.06.2017 Bengsluid 
Conduiting & Wiring for LED 
9 M/s.Power-Tech | BMRCL/099Y/ELE/20 |; ght fixtures installed in 
Electricals I17/Vol-1 emergency exit staircases of | 4,89,700.00 
dtd. 23.06.2017 Reach-4 & 4A Stations 
Replacing 70 Watts Metal Halide 
10 | MS-Nagalakshmi BMRCL/160/ELE/20 | Light Fixtures with LED down 
Electricals 17/Vol-1/8585 lights at entrances of UG-2 | 4,97,792.00 
dtd. 06.09.2017 stations. 
M/s Saravana | BMRCL/167/ELE/20 Shifting of solar traffic signal post 
KN i 17/Vol-1/8582 i i 
Electricals 0 at Shivashankar circle. 2,24,540.00 
dtd. 06.09.2017 
SS Base Frame for Ro Water 
Ms. Air Temp | BMRCL/168/ELE/20 | Coolers Cum Purifiers For 
12 Solutions Pvt. | 17/Vol-1/8793 BMRCL Metro Stations (NC, 4.15,574.00 
Ltd. dtd. 12.09.2017 LBH, SEC, JYN, RVR, BSK, 
JPN & YLH) 
M/s. Ar Temp | BMRCL/171/ELE/20 | UPS room exhaust work for 
13 Solutions Pvt. 17/Vol-1/8792 BMRCL metro stations (NC, 1.94,538.00 
1 dtd. 12.09.2017 LB GSES) 
14 M/s. Air Temp | BMRCL/172/ELE/20 | Toilet exhaust work for BMRCL 
Solutions Pvt. | 17/Vol-1/8820 metro stations (NC, LBH, SEC & | #86237.00 


Ltd. 


dtd. 12.09.2017 


JYN) 


Providing outlets for drinking 


15 ಭಾ ಮ BMRCL/173/ELE/20 | water at Reach-4 & 4A Stations 
"| 17/Nol-18819 (NC, LBH, SEC, RVR, BSK, JPN | 4,56,342.00 
Wd; dtd. 12.09.2017 & YLH) 
16 | MUS. Nagalakshmi | BMRCL/178/ELE/20 ನ ಮ 
Electricals 17/Vol-1/8913 ARE * | 498,756.00 
dtd. 15.09.2017 Nees 
Supply and Fixing of Dirt 
M/s. Air Temp | BMRCL/185/ELE/20 | Collector and Booster Pumps with 
17 Solutions Pvt. 17/Vol-1/0308 Control Sensor Panel and Wall 1.91,396.00 
Ltd. dtd. 27.09.2017 Mounted S.S.Stand at UG-l1, R4 
& 4A Stations. 
Interior works to Majestic Metro 
18 M/s. Posh Interior, | 28.01.2017 Station in BMRCL Bangalore 4,78,910.00 
Supply & Installation of Light 
M/s.Engineering fixture at Majestic station and 
19 & Design | 01.03.2017 Enclosures for MCP, Hooter | 4,59,707.00 
Concepts terminals and connecting cable for 
UG-1 and Majestic Station 
M/s.E&D Metal supply & installation of pull pit 
2 Tech I covers in UG-1 Section Up line. 4 
Supply & Installation of Safety 
21 ನ Metal | 13 03.2017 Wire Mesh Fencing for Drain | 4,72,952.00 
water pipes in Reach-4 
Supply & Installation of Safety 
M/s E&D Metal Wire Mesh Fencing for Drain 
22 27.03.2017 water pipes in Reach4A and 
Tech Ny 3,58,037.24 
Fixing of pedestal for cable 
trough at north & south ramp 
Ws ngeerine ರ i ಮ 
23 & Design | 18.04.2017 . ಗ 484,612.20 
holes and anchor bolts for fixing 
Concepts, k ಬ 
with wall colour painting 
M/s.Om Closing of cut-outs in majestic 
24 Integrated Civil | 11.07.2017 station using cement concrete 1.56.000.00 
Structures blocks 
Supply & Installation of Light 
M/s.Engineering fixture at Majestic station and 
25 & Design | 01.03.2017 Enclosures for MCP, Hooter | 4,59,707.00 
Concepts, terminals and connecting cable for 
UG-1 and Majestic Station 
M/s.E&D Metal Supply & Installation of fencin 
26 Tech 21.07.2017 pp'y 2 443,113.00 


at south ramp for up line, detailed 


below. 


M/s.E&D Metal 


Supply & Installation of fencing 


27 Tech 21.07.2017 at south ramp for down line, 4.13.041.00 
detailed below. 
M/s.Engineering cutting of false Ceiling panels for 
28 & Design | 14.08.2017 providing light fixtures detailed | 2,37,581.00 
Concepts, below 
supply & installation of pull pit 
29 ಲ Metal | 29 08.2017 covers in UG-1 Section Down | 494,538.00 
line. 
30 Mf/s.Steelcon 26.09.2017 Cut out closing at majestic station 4.86.486.00 
Agencies using MS plate. 
shifting of BWSSB pipe line at 
31 MI/s.KRIDL 23.11.2017 KR Market Metro Station 1,60,000.00 
Releasing of Street Light Poles 
with Fixture Along the Median 
M/s.Power Tech Between Pier No BP-271 to 
ಶಶ Electricals RE Ujvala Vidyalaya Metro Station | 1,53,600.00 
of Reach-1, Extension, Phase-2 of 
BMRCL Project. 
Releasing of Street Light Poles 
with Fixture Along the Median 
M/s.Power Tech Between Pier No BP-90 to 
33 Electricals AT Vishveshvaraiah Metro Station of | 2,08,624.00 
Reach-1, Extension, Phase-2 of 
BMRCL Project. 
Shifting of Spun pole Earth 
Excavation for Cable Trench to 
relay the HTIT UG Cables 
34 aL 07.11.2017 which are abstracting drain work 432,692.00 
pep: and LTFP Box on Kanakapura| 
Main Road in Reach4B Phase-Il 
of BMRCL Project. 
M/s.Ragavendra Shifting of High Mast Posts at 
33 Enterprises. 102204 Pier No. RP 526 & RP 528 4,62,026.00 
M/s.Ragavendra Shifting of High Mast Posts at 
36 Enterprises. RT Pier No. RP 530 & EC-2 Station 4,63,086.00 
M/s.Omkar Shifting of LT UG Cable feeding 
1 Enterprises ALOT to High mast Toll Plaza 4,76,550.00 
M/s Power Tech Releasing Steet Light Poles from 
38 Bed 08.12.2017 Rajalaxmi Kalyana Mantapa to 3.30,166.00 
Central Silk Board Junction Wks 
39 M/s.Engineering | BMRC/025/ELE/201 | Supply & Installation of Light | 459,707.00 


& Design 


71Nol-1/2001 


fixture at Majestic station and 


Concepts 


dt:01.03.2017 


Enclosures for MCP, Hooter 
terminals and connecting cable for 
UG-1 and Majestic Station 


Shifting of LT Feeder Pillar Box 


M/s.Power Tech la infringing BMRCL Corridor at 
40 ; 016-17/Vol-1/2401 } 2,60,612.00 
Electricals KR Market Metro Station UG-1 
dt:09.03.2017 
Phase-1 
Three Year Annual Maintenance 
M/s Techser of UPS System for One No of 
4] po Solutions a Fed ARNO NOS Oe Nand 2,43,102.00 
ಪಫ್‌ UPS/NO-1/2012/2681 | One No. of SkVA installed at | 
ಇ dt:17.03.2017 BMRCL Corporate Office at 
Shanthinagar, Bangalore. 
Shifting of Barricades Boards 
Mi/s.SMS Packers BMRC/0040/ELE/20 from Puttenahalli, JP Nagar, 
42 17/2752 Banashankari & National College 
& Movers ) 63,250.00 
dt:20.03.2017 Stations to KR Market UG-1 
Stations 
Shifting of Barricades Boards 
M/s.SMS Packers | BMRC/0048/ELE/ from Cubbon Park, Visvesvaraya 
43 2017/29691 i i i 
& Movers & City Railway Stations to | 67,390.00 
dt:27.03.2017 Chickpet UG-1 Station 
A BMRC/0049/ELE/ ತ ed 
44 Rid 2017/Vol-1/3760 SIE 
Electricals 4:21 .04.2017 additional poles near KR Market 
(A Metro Station of UG-2 , BMRCL 
M/s. Engineering | BMRC/CEET/006S/ A 
45 |& Design | ELE/2016/Vo1-1/4056 | “PP Wo 495,689.00 
(Between Majestic to North 
Concepts, dt:03.05.2017 
Ramp) 
Three Year Annual Maintenance 
M/s.Power One | BMRC/05/ELE/2010/ | of UPS System for One No of 
46 Micro Systems | UPS/4491 20kVA, installed at BMRCL| 1,03,388.00 
Pvt. Ltd dt:13.05.2017 Corporate Office at Shanthinagar, 
Bangalore. 
BMRC/E-0075/ELE/ | Shifting of Barricades Boards 
47 PE Packets | 2017/01-1/4818 from K R Market Stations to | 4% 45500 
EE dt:23.05.2017 Baiyappanahalli Metro Depot 
MI/s.SMS Packers BMRC/0077/ELE/ Shifting of Barricades Boards 
48 Ma 2017/V01-1/4816 from Majestic Stations to 65,780.00 
dt:23.05.2017 Baiyappanahalli Metro Depot 
pi M/s.SMS Packers J ಗ bi 
& Movers ಜ್ಯ LS ETE 


dt:23.05.2017 


Baiyappanahalli Metro Depot 


Supply & Installation of 10 no’s 
of barriers in drains to avoid 


scene. NCL ELE waste material entering the Snos 
50 & Design | 2017/4969 1,39,816.00 
storm water sumps which have 
Concepts dt:26.05.2017 ME 
two entries each, at Majestic 
Metro Station 
supply and installation of LED 
| BMRCI078/ELE/201 lights at station entrances and 
M/s.Nagalakshmi emergency stair case of K R 
51 7/N01-1/5312 4,28,194 
Electricals 4t:30.05.2017 Road, Lalbagh and south end 
ದ circle metro stations of BMRCL, 
Bangalore 
supply and installation of LED 
| BMRC079/ELE/2017 lights at station entrances and 
M/s.Nagalakshmi emergency star cae of 
52 INVol-1/5313 4,86,595 
Electricals Jayanagar, RV Road and 
dt:02.06.2017 | 
Banashankari metro Station of 
BMRCL, Bangalore 
supply and installation of LED 
Ais Neca BMRCL/E-080/ELE/ | lights at station entrances and 
53 El ಮ HM | 2017/No1-1/5314 emergency stair case of JP Nagar | 4,97,400.00 
asi dt:05.06.2017 and Yelachenahalli metro Station 
of BMRCL, Bangalore 
BMRCL/081/ELE/20 Arranging illumination at parking 
M/s.Power Tech area at National College Metro 
54 17/N01-1/5315 ; 4,98,699 
Electricals station of Reach- 4, BMRCL, 
dt:08.06.2017 
Bangalore 
replacement of 2 Tr Rotary 
; BMRCL/E-089/ELE/ | Compressor for all the four blue 
M/s.Air Temp . RA: } 
55 SUN KE 2017/V01-1/5379 star make air conditioning unit at 81,855.00 
a dt:10.06.2017 Puttenahalli RSS control room R- | > 
4 Phase-1 
Ms Santha BMRC/096/ELE/201 | supply of LED lights for KR 
56 Electricals 7/Nol-1/5387 market station of BMRCL, 95,997.00 
dt:10.06.2017 Bengaluru co 
Ms Santha BMRC/095/ELE/201 supply of LED lights for 
57 Electricals 71Nol-1/5386 chickpete station of BMRCL, 92,974.00 
dt:10.06.2017 Bengaluru ಇ 
fils uriie BMRC/094/ELE/201 | supply of LED lights for 
58 Electrical 1Nol-1/5385 Kempegowda station of BMRCL, 98,997.00 
dt: 10.06.2017 Bengaluru ಲ 
Releasing of Existing 9 no’s of 
59 | Ms.Nagalakshmi | BMRC/E-0110/ELE/ 25/1-1A CT and erection of 9 no’s ES 
Electricals 2017 dt:13.06.2017 |of 200/175/1-1A SFO CTs in| > 


66kV lines at Peenya and 
Yelachenahalli 66/33kV BMRCL 


RSS 


M/s.E&D Metal 


BMRC/0154/ELE/ 


Supply & Installation of Cable 


60 Tech 2017/Vol-1/8376 duct covers in DG room in KR | 1,59,927.00 
dt:01.09.2017 market station 
BMRC/0153/ELE/ f 
61 ಗ Metal | 2017/vo1-1/8298 hr ic 4,93,039.00 
dt:29.08.2017 ps 
M/s.Steelcon BMRCL/017S/ELE! | Cut out closing at majestic station 
Agencies No 2017/Vo1-1/9257 using MS plate. ಸ 
dt:26.09.2017 
Supply Installation and 
2 BMRCL/0156/ELE/ Commissioning of 2 Nos of 
A 2017/7907 Toilet Exhaust Fan at BMRCL | 2,10,158.00 
Solution Pvt. Ltd | 
Dt: 19.08.2017 Corporate Office BMTC Complex 
3rd Floor Shanthinagar Banglore 
BMRCL/0239%/ELE/ No 2 
64 | MISKRIDL 2017/11276 ಗ ಲ ಮ ರ line 2 | 160,000.00 
dt:23.11.2017 CHS 
Shifting of Existing Signal Pole at 
BMRCL/049/ELE/20 | BMC Junction and also install 
M/s.Saravana ವ 
65 Eleciricals 17/Vol-13760 additional Poles near KR Market | 4,73,046.00 
Dt:21.04.2017 Metro Station of UG-IlL, BMRCL 
Phase-I 
Replacement of 2 ton Rotary 
M/s Air Tem BMRCL/089/ELE/20 | compressor for all the Four BLUE 
66 SSCS Pit Lt 17/N 01-5379 Dt: | STAR Make Air Conditioning 81,855.00 
' 10.06.2017 Unit at Puttenahalli RSS control ನ 
Room Reach-4, Phase-I 
Shifting of LT Feeder Piller Box 
67 M/s.Power Tech | BMRCL/0202/ELE/2 | infringing BMRCL Corridor at 231,181.43 
Electricals 016-17/Vol-1/2401 KR Market Metro Station UG-1 ರ 
Phase-I 
BMRCL/0O202/ELE/2 Shifting of LT Feeder Pillar Box 
M/s.Power Tech infringing BMRCL Corridor at 
68 016-17/Vol-1/2401 Y 2,60,612.00 
Electricals KR Market Metro Station UG-1 
dt:09.03.2017 
Phase-1 
Shifting od Spun poe , Earth 
excavation for cable trench to 
ML relay the HT/LT UG cables which 
69 SN are abstracting drain work and 
Enterprises WDPO/2017-18/197 ಕ . | 4,32,692.00 
417 dtd.: 07.11.2017 LTFP box on Kanakapura Main 
KS Road - 4B, Phase -IIl of BMRCL 
Project. 
70 | M/S-Nagalakshmi | BMRCL/ELE/146/20 | Shifting of 2 No's of LT Feeder 
Electricals 3,52,172.50 


19VOL-1/11488 


piller box at Janatha CSS ,LTFP 


29.11.2017 


Box and TC F8 VH MUSSS at 
Chickpet Metro Station of 
BMRCL UG-1 ,Phase-l. 


Total 


1,14,75,369.74 


LOCAL TENDERS EXECUTED DURING THE YEAR - 2018 


S.No Nee Ds LOA No. Name of Work Value of work 
Contractor 
Supply, Installation, Testing & 
Commissioning of items required to 
M/s SagTaur BMRCL/022/ELE/20 | establish peer to peer 
1 i 17/Vol-1/ 1999 icati 
Universal 0 communication between 2no.s of 95,040.00 
dtd 28.02.2017 Fire Alarm Control Panel at 
Kempegowda Metro Station. 
MIs. Engineering | BMRCL/ELE/40/201 ಮ sta laign ok LaEht 
2 & Design 8/Vol-1/22 Dtd ” , ; 
Goncepis 28.03.2018 Trays at City Railway Station 47,166.40 
Subway 
Increasing height of tubular pole 
from 5.5mtr to 7mtr and supplying 
3 M/s.Power-Tech | BMRCL/ELE/0161/2 & Fixine of MS Brackets at fire 
Electricals 018/Vol-1/ 1993 . 8 RE f 3,10,897.00 
drive at Majestic metro station of 
BMRCL Phase-I 
4 | Ms Akilan BMRCL/ELE/182/20 ಮ a Supply 
Enterprises I8/Vol-1/ 4056 Be ¥ A 64,924.00 
dtd 02.08.2018 BOW HOD; 
Rehabilitation of Clean Earth Pits 
§ M/s Nagalakshmi BMRCL/185/ELE/20 MOLT Nd Systems 
Electricals 18/3966 ERE RS 4,61,149.88 
dtd 30.07.2018 connectivity at R.V.Road station 
(Phase-1) 
Electrical works at chickpet station 
6 M/s Akilan BMRCL/190/ELE/20 | n-w entrance (cable laying, 
Enterprises 18/7641 installation of isolator, power 4,'78,003.00 
dtd 17.12.2018 socket & point wiring). 
Relocating of Earth Pits & 
M/s Nagalakshmi BMRCL/ELE/220/20 ಮ ದ ಮ 
7 Beco 18/VOL-1/5400 Civil Construction Works 0 3,04.331.00 
Dtd. 17.09.2018 Reach-5 (Phase-2) at R.V.Road 
Station. 
BMRCL/232/ELE/20 | Providing Power Supply and 
q M/s. Akilan 18/5481 Dtd Earthing arrangements for 
Enterprises : Escalators at N-W Entrance of 4,67,522.72 
26.09.2018 p 2 
Chickpete station 
9 M/s Akilan 7 pe Fixing of Light fixtures at North- 
Enterprises 11.10.2018 West Entrance of Chickpete Station 4,03,116.00 
M/s Engineerin BMRCL/235/ELE/20 | Providing Chequered plate platform 
i _ ಸ _ § ಲ 2,46,820.00 


& Deisgn 


18/VOL-1/6063 Dtd. 


in cable shaft-KRMT & CKPE 


Concepts 15.10.2018 stations 
M/s Safeguard BMRCL/ELE/239/20 | Fire Fighting system works at 
11 Fire Systems Pvt. | 18/6090 Dtd. North-West Entrance of Chickpete 338,196.32 
Ltd. 11.10.2018 Station ಸ 
1» | Ms Suvama BMRCL/ELE/264/20 NS 
Enterprises I8Vol-1 peg 429,222.64 
Majestic 
M/s PowerTech BMRCL/265/ELE/20 | Providing power supply for lifts 
13 k 18/Vol-1/7758 Dtd. and escalators at city railway 
Electricals k 4,64,735.10 
19.12.2018 station 
Providing Spot Lights at Vidhana 
M/s PowerTech BMRCL/ELE/270/20 | Soudha Entry Vidhana Soudha 
14 Electricals 18/Vol-1/8767 Dtd. Metro Station & Providing Sockets 476,306.00 
30.01.2019 Points for Baggage Scanner At ತ್‌ 
Majestic Metro Station. 
M/s Santha ET Supply of LED lights at Chickpete 
2 Electricals bop, station 97,897.00 
30.10.2018 KA 
M/s. Raiadhani BMRCL/CSO- Rectification of Fire Alarm Control 
A a 2018/VOL-1/4358 | Panels of Sa 
Tp Dtd. 14.07.2018 UG-2 Stations Si 
M/s. Manjunatha Supply & closing of cut-outs in UG 
17 Building 18.04.2018 Section with cement concrete 3,60,000.00 
Contractors., block. 
M/s. Engineering 
18 & Design 22.01.2018 Miscellaneous works in UG -1 1,79,784.00 
Concepts 
M/s. AV | ಕ 
19 | Ramamoorty & (05.01.2018 a 4,83,210.00 
stations of Phase-1 
Co. 
M/s.Manjunatha Interior works for 3rd floor 
constructions NE deepanjali nagar office 4,74,250.00 
Constructing of toilet and plumbing 
21 M/s.Bella Group | 02.03.2018 works at 3rd floor deepanjali nagar 311,520.00 
project office 
Shifting of Infringing 2Nos 
| Transformer & HT UG Cable from 
22 ಗ ss MEE | 20 5g Pier No P684 to P685 LHS at a 
Kengeri Flyover on Mysore Road ಕ 
inR-2 
Shifting of Existing 3Cx400Sqmm 
Las ರ 4 
Electricals able infringing at EP-311, 1,67,450.00 


Kanakapura Main Road on RHS of 


Reach-4B of BMRCL Project 


M/s. Omkar Shifting of High Mast Posts at EC1 
24 Enterprises AS station & Lower Plaza 4,23,071.00 
Shifting of High Mast Posts atCool 
23 USS OWE IES. 6 019018 Joint Circle & Marenahalli Pier 
Electricals 3,68,971.00 
No.64 
Shifting of High Mast posts at Pier 
No. RP 378 at Singasandra manipal 
26 Ms. Power Tech 26.09.2018 County and RP 273 Bommanahalli 
Electricals Traffic Signal along Hosur Main in 3,09,979.00 
Reach - 5 of Phase - I of BMRCL 
Project. 
Releasing of Street Light Poles with 
M/s. Power Tech Light fixture along the median and 
27 Bleeticnls 12.01.2018 both side between Gotigere to 2.11.290.00 
Jayadeva Circle ( Pier No. GP.007 ನ 
to GP 198) Reach-6 Phase-Il. 
Providing RCC Poles and Aerial 
Bunched Cable (ABC) for Shifting 
of BESCOM Utilities infringing 
28 Ragavendrd” (12 (1 208 Between Pier No.GP137 and MT 
RES GP140 along the Banneragatta A 
Road in Reach-6 ((Elevated) Phase- 
0 
Supply and installation of Pit 
29 ಸ BMRCL /ELE/072 covers for Lamp post at 4,98,118.00 
dtd: 30.04.2018 Kempegowda Metro station 
Providing street Lights on Foot 
ಸ BMRCL/O71/ELE/20 | Over Bridge connecting 
Le En Kempegowda Bus Terminal 4,94,410.00 
Electricals 0 AP 
Dt: 09.05.2018 (KSRTC) and Majestic Metro 
Station. 
Ms E&D Supply and installation of FHC roof 
31 Kp BMRC/316 18 02 top covering at Kempegowda 2,65,373.15 
ನಿ dt: 14.02.2018 Metro Station 
Mis Palette BMRCL/ELE/154/20 | Supply and installation of DC cable 
32 TR 18/1414 entry sealing at underground 4,59,200 
8 Dt:23.05.2018 stations of phase-1 
Nils Palette BMRCL/ELE/0155/2 | supply and installation of Closing 
33 Banslore 018/2078 cable entry Openings at 4,59,200 
2 Dt:08.06.2018 underground stations of phase-1 
M/s Engineering | BMRCL/200/ELE/20 | Installation of M.S.Grils for 
34 & Design 18/Vol-1/4575 conference hall air conditioner out 1,05,203.00 
Concepts Dt: 24.08.2018 door unit at KGWA metro station 


M/s.Techser 


BMRCL/ELE/12/Vol 


Supply, Installation, testing and 
commissioning of 24 No’s of 
EXIDE Make 12V/60Ah Tubular 


3 ಸ ns ನ Batteries with 2 No's of Stand and AI 
Kak te Buy Back of OLD 24 No's 12V 
40Ah Batteries. 
supply installation testing and 
commissioning of 46 no's of Exide 
make 12v/60Ah tubular batteries 
M/s.POWER- BMRCL/ELE/215/N | with 2 no's of stand and buy back of 
36 ONE Micro 01-12018/4693 old 32 no's 12v-60ah and 14 no's 4,23,100.00 
System(P) Ltd. | Dt:28.08.2018 12v-40ah batteries of old land 
section and electrical section of 
BMRCL 3rd floor Shanthinagar 
office. 
BMRCL/ELE/058/20 | Supply Installation, Testing and 
37 ML. N agalakshm | 1g/vol-1/ Commissioning of Submersible 4.73.478.00 
Electricals 1720 Pump set at AB and D Entry of K 
Dt: 24.05.2018 R Market Metro Station. 
Increasing Height of Tubular Pole 
M/s PowerTech BMRCL/ELE/0161/2 | From 5.5 mtr to 7™Mitr and 
a 018/Vol-U/ Supplying & Fixing of MS 3,42,401.00 
1993 Brackets at Fire Drive at Majestic 
Dt: 01.06.2018 Metro Station of BMRCL Phase-1 
Supply Installation Testing and 
- | BMRCL/ELE/0S9/20 | Commissioning of Submersible 
305s | So EASES I8Vol-2980 Pump set at Under Craft and C 415,851.00 
Electricals A) 
Dt: 29.06.2018 Entry of K R Market Metro Station 
Of UG-2 of Phase-I BMRCL. 
M/s PowerTech BMRCL/ELE/034/20 | Providing Lights to Sub Way at 
40 Blocticils 18/Vol-1/14795 Dt: Nadaprabhu Kempe Gowda Metro 4,760,354.00 
09.03.2018 Station of BMRCL, Phase-lI 
Supply, Installation, Testing and 
M/s. Nagalakshmi LE Commissioning of Submersible 
41 . 18/Vol- 711 Dt 4,25,782.00 
Electricals 24.04.2018 Pump set at A,B,C Entry and cable 
ವ Gallery of Chickpete Metro Station. 
NS Eee Supply, Installation of Electrical 
42 & ಸ 2 | BMRCL/192/ELE/ and Plumbing shaft room floor cut- 4.67936 
Cc 2018/ Vol-/4576 out covering at Kempegowda A 
oUcep ವ Dt: 24.08.2018 Metro Station 
Relocation of Two No's of LTFP 
Box with LTUG Cable Infringing 
i; | BMRCL/ELE/11/201 
43 M/s. Nagalakshmi area Near South East Entry and 4.67.400.00 


Electricals 


8/Vol-U13555 
Dt: 30.01.2018 


Central Muslim Association Land 
at Chickpet Metro Station UG-I 
Phase-I of BMRCL 


M/s. E&D 


BMRCL/ELE/170/20 


Supply and installation of rain 


44 I8/Vol-I water pipe guard and covers at 4,52,856.00 
Metaltech 4203 
Kempegowda Metro station 
Dt: 08.08.2018 
BMRCL/ELE/0244/! | ; ; iti 
45 M/s PowerTech ರಸಾ installation of additional street 4.01.410.00 
Electricals p lights 
6720 Dt.14.11.2018 
BMRCL/ELE/0193/2 i 
M/s. Nagalakshmi | Q18/Vol-1/ AHaEnE pe Supply 4 os 
46 Electrical: 0 advertising displays on Piers and 3,99,780.00 
60853 portal in Reach-2 
Dt 16.11.2018 
M/s Engineering | BMRCL/ELE/262/20 | Providing Fabrication, Supply, 
47 & Design 18/VOL-} 7754 Installation of miscellaneous work 1,43,368.00 
Concepts, Dt.18.12.2018 at KGWA Metro Station 
MIs Engincering | BMRCL/200/ELE/20 Ph pd ನ ಸ 
48 & Design 18/Vol-1/ 4575 ಸ 1,05,203.00 
c A Dt24.08 2018 Conference room Air-Conditioner 
pb Gs outlet unit at KGWA metro station 
49 ಸ NL ರ ರ NG ps 2,65,373.00 
Metaltech 18/Vol-1/ 14740 J 2 Mk 
station 
Providing Street lights on Foot over 
50 ಹ di FS 20 | Bridge connecting BMTC to 3,40,244.00 
ectricals 0]- BMRCL 
M/s Engineering Supply fabrication installation and 
51 & Design I Sr painting of M S Frame work at 3,32,231.00 
Concepts, KGWA metro Station 
M/s Engineering Supply fabrication installation and 
52 & Design ep painting of M S Frame work at 2,72,611.00 
Concepts, KGWA metro Station 
BMRCL/ELE/0211/ | ETS testing and commissioning at 
53 MIs. L S infotech | ELE/2018/ Vol- Baiyappanahalli Depot for IBL, 85,500.00 
1/5260 RBL-1, RBL-2 & SBL ಕ 
dtd. 18.09.2018 
BMRCL/ELE/0154/2 | Supply and installation of DC cable 
54 M/s. Palette 018/Vol-1/1839 entry sealing at underground 2.69.360.00 
dtd. 28.05.2018 stations of phase-1 
Supply, Installation, Testing and 
55 | Ms. Nagalakshmi | BMRCL/ELE/059/20 A ರ 
Electricals 18/Vol- 2980 SRE 4,15,851.62 
Dt: 29.06.2018 Entry of KR Market of UG-2 of 
Phase-1 BMRCL. 
BMRCL/ELE/0163/2 | Shifting of existing 3C x 400 sqmm 
56 | M/s PowerTech 18-19 HT UG Cables infringing at EP - 
Electricals Vol-1/780 311 Kanakapura Main Road on 1,67,450.00 


dtd.05.06.2018 


RHS of Reach -4B of BMRCL 


Project. 


Providing street Lights on Foot 


Over Bridge connecting 
57 ಭವ ಮ - ಲ Kempegowda Bus Terminal 4,94,410.00 
dtd. 09.05.2018 (KSRTC) and Majestic Metro 
Station. 
M/s PowerTech BMRCL/ELE/229/20 | Providing Street lights on Foot 
58 Electricals 18/ Vol-1/ 5582 Over Bridge connecting BMTC to 3,40,244.00 
Dt:29.09.2018 BMRCL 
Supply installation testing and 
commissioning of 46 No's of 
EXIDE make 12V/60Ah Tubular 
M/s.POWER- BMRCL/ ELE/215/ | Batteries with 2 No'’s of Stand and 
59 ONE Micro Vol-}/ 2018 /4693 Buy Back of OLD 32 No's 12V- 3.58.400.00 
System(P) Ltd Dt:28.08.2018 60Ah and 14 No's 12V-40AH 
Batteries of Old Land Section and 
electrical Section of BMRCL 3rd 
Floor Shanthinagar office. 
Supply, Installation, testing and 
commissioning of 36 No’s of 12V- 
M/s.POWER- BMRCL/ 6OAh of EXIDE Make SMF 
60 ONE Micro ELE/269/VOL-1/ Batteries with Interconnecting 
ystem(P) Ltd cables, with Buy Back of old 
dtd 24.12.2018 Batteries at Shanthinagar 
Bangalore. 
Arranging Power Supply to the 
MENAcaikshG BMRCL/ELE/193/20 Advertising Displays on Piers and 
61 Electricals 18/VOL-V 6853 Portals in Reach-2 from P-275 tp P- 4.33.202.52 
dtd 16.11.2018. 313 on Mysore Road of Reach-2 of 
Phase-l. 
Installation of Additional Street 
Lights between pier no EP-137 and 
Mik PowerTech BMRCL/ELE/244/20 EP-138 [Near Konanakunte Cross 
62 Bleiicel 18/VOL-16720 Bus Stop], Between Pier 9 EP-1 17 3,91.614.99 
dtd 14.11.2018 and EP-118[Near Domino’s Pizza 
Junction] of Reach-4A on 
Kanakapura Main Road. 
Total 1,02,14,202.19 


LOCAL TENDERS EXECUTED DURING THE YEAR - 2019 


S.No Nee Ds LOA No. Name of Work Value of work 
Contractor 
Shifting of cross link boxes and 
I Ms. Nasalakshmi BMRCL/ELE/273/20 | connected sheath cable at Reach-1 
ಗ 18/866 hoody feeder JB-1, JB-2, JB-7 440,960.00 
dtd. 28.01.2019 locations 
Ms. Safeguard BMRCL/ELE/014/20 | Miscellaneous works at BMRCL 
2 Fire Systems Pvt. 19 No01-1/9458 ANNEXE-II 1,67,500.00 
Ltd. dtd 18.02.2019 Office — 3rd Floor 
SITC of Enclosures, Power Supply 
& Earthing connectivity with 
required accessories for 
3 Bleetical 19(P. F-1) ನ ನ and SITC 4.50,756.00 
dtd. 01.07.2019 OE ES OAL 
Connectivity for commissioning of 
29 no's of Escalators at various 
stations of Phase-l. 
BMRCL/0O29/ELE/20 Illuminating FOB connecting City 
4 M/s Power Tech 19/10521 dtd Railway Metro Station and KSR 
Electricals Station (Indian Railways) and other 4,61,067.00 
25.03.2019 
associated works. 
BMRCL/O30/ELE/20 Providing Power Supply to flood 
M/s Power Tech lights at 
2) , 19/10522 Dtd. 
Electricals 25.03.2019 entrances of UG-2 stations, 3,56,608.00 
AL BMRCL. 
Covering the gap between Escalator 
Ms. Engineering BMRCL/096/ELE/20 & Stair 
6 & Design 19/VOL-1/ 1171 Case at Krantiveera Sangolli 87.005.18 
Concepts Did. 16.05.2019 Rayan 
Metro Station 
Mi Pow Teéh BMRCL/245/ELE/20 Supply and Fixing of LED light 
S$ | Electricals 19 SEN 3,83,880.00 
dtd. 18.11.2019 Baiyappanahalli Admin Building. 
SUPPLY AND FIXING OF 
9 | MIs. Power Tech BMRCL/277/ELE/20 | METERS AT BLOCK A &B OF 
Electricals 19/7858 BANGALORE SANTHE C/o, 3,13,690.00 
dtd. 30.11.19 BMRCL. 
10 M/s. Power Tech | BMRCL/284/ELE/20 Supply and Fixing of Lights At 
Electricals 19/9234 Block-A Of Bangalore Santhe. 4,73,948.00 
dtd. 31.12.2019 
11 M/s. Power Tech | BMRCL/285/ELE/20 Supply and Fixing of Lights At 
Electricals 19/9234 Block-B Of Bangalore Santhe. 4,69,489.00 


dtd. 01.02.2020 


M/s. Safe Guard 


Miscellaneous works at 3rd floor 


12 fire systems Pvt 15.06.2019 MNRAS 3,15.652.00 
ltd 
Supply, Testing, Installation and 
Commissioning of 32 No's of 12V/ 
M/s Power-One 42Ah of Exide SMF Batteries with 
13 Micro System (P) | 12.12.2019 interconnecting cables, With Buy 1.52.320.00 
Ltd back of Old batteries at 2nd floor KV 
BMRCL office, Deepanjali Nagar 
Bangalore 
Re Routing portion of existing 
66KV 630 sq.mm XLPE UG 
Cables feeding to 66/11KV ITI 
14 Mi/s.Sri Maruti 15.10.2019 station from 220/66KV Hoody 
Electricals station infringing at Pier No.113 3,72,673.00 
near B Narayanapura of proposed 
Rl Extn, Phase - Il of BMRCL 
Project . 
Shifting of 30 Mtr High Mast at 
15 M/s. Power Tech 16.01.2019 Jayadev BMRCL Station Limit in 
Electricals ಸ Reach -5 of Phase -I1 BMRCL 4,00,716.00 
Project. 
Providing Electrical power supply 
MIS RANE to Government School building at 
16 A ಸ 13.04.2019 Konappana Agrahara , Electronic 1.89.009.00 
pee: City in Reach - 5 of Phase “Il of ಹ 
BMRCL project 
Shifting of BESCOM Electrical 
Utilities infringing to the 
M/s.S M demolition of Building work at 
4 Engineers ಲ Central Silk Board along LHS in 1,15,921.00 
Reach -5 of BMRCL Project Phase- 
IL... 
Providing New traffic signal poles 
Ki SSE at junction Mareanahalli road and 
18 Electricals 02.07.2019 East End road between pier no RP- 4.90.176.00 
97 & RP-98 on RV Road in Reach- a 
5 of Phase-Il of BMRCL project. 
Shifting at 20 Mtr High Mast at 
M/s. Hi Tech Bommanahalli Circle (RP-237) in 
2 Electricals WR Reach-5 of Phase-Il of BMRCL 2,13,024.00 
project. 
Nine Shifting of traffic signal pole at 
A PANG Konappana Agrahara Electronic 
4 Electricals UR el _ 2,97,323.00 


City (Location RP-446, RP460, 
RP461 & RP-519) in Reach-S of 


Phase-Il of BMRCL project. 


M/s. Power Tech 


Shifting of 12 Mtr Highmast light 
at Sagar Hospital Junction on 


2 Electricals ALIS Banneraghatta Main Road in Reach 1,36,364.00 
- 6, Phase - Il of BMRCL Project 
Shifting of 30 Mtr High Mast at 
Shivaji Nagar UG Metro Station 
and Shifting of Street light poles at 
M/s. Power Tech Shivaji Nagar, M G 
4 Electricals 0 Road,Cantonment and Pottery Road 3,11,910.00 
UG Metro Stations in Reach 6 
(UG), Phase -ll of Bangalore Metro 
Rail Project. 
Shifting of Solar Traffic Signals 
23 Ms. Saravana 17.10.2019 and CCTV cameras at Kamara} 
Electricals Road (M.G. Road) in Reach-6 UG 4,02,322.00 
of Phase-II of BMRCL project. 
LOA for commissioning of 
; BMRCL/ELE/211/E | Disconnection Switch Boxes 
2 Mis: 3. mlotech. | TE/018/VoL-1 installed at Peenya Depot area 81,125.00 
dtd. 15.032019 through Remote operations. 
M/s. Engineering | BMRC/025/ELE/201 | Covering the Gap between 
25 & Design 71Nol-1/ 4371 Escalator & stair case /wall at 490,185.00 
Concepts dt:16.08.2019 Vijayanagar Metro station ಲ 
BMRC/0225/ELE/20 Covering the Gap between 
26 Ms.E&D 19/5314 Escalator & stair case /wall at 
METALTECH Magadi Road & Deepanjalinagar 4,45,033.00 
dt:13.09.2019 
Metro Station. 
M/s. ALMAX BMRC/ELE/2018/V | Covering the Gap between 
27 Po CEE 01-1/7264 Escalator & stair case /wall at 4.41 074.00 
dt:19.11.2019 Attiguppe Metro station Ke 
LOA of BESCOM LT/UG cable 
28 M/s. Nagalakshmi BMRCL/ELE/278/20 infringing restoration works at 
Electricals 18/Vol-1/8882 NORTH WEST Entry [EXIT of 1,70,479.00 
dtd 01.02.2019 Chickpet Metro Station of Phase-1 
Installing of panel board for high 
3 M/s PowerTech BMRCL/ELE/004/20 ಸತ at Kote RR BE 
> | Electricals ISISNOLTSTAG SBS ESS 4,18,372.89 
dtd 29.01.2019. aroung National College Metro 
Station BMRCL Bangalore. 
BMRCL/CEE- Providing New 9 Mtr Height 
M/s PowerTech ELE/R4A/Ph- Tubular Poles with street Light 
30 Electricals 12019-20/DPO/ fitting from Yalachenahalli Metro 475,124.00 


99/235 
dtd.:03.06.2019. 


Station to EP -89 on Kanakapura 
Main Road in Reach -4A of Phase - 


I of BMRCL Project. 


Supply,Installation,Testing, Commis 


Mis. Air Temp BMRCL/ELE/201/20 sioing of 2.0 Tr,3 Star Inverter Split 
31 Solution Pvt. Ltda | 19VOL-14388 Air Condition Blue Star Make at 1.38.516.00 
dtd 16.08.2019. BMRCL 3rd Floor Server Room 
Shanthinagar Bangalore. 
Replacing faulty SOCOMEC Make 
32 ONE Micro 19/VOL-15744 UPS including Installation,Testing 431.200.00 
System(P) Ltd dtd 26.09.2019. and Commissioning at BMRCL 5th ಸ್‌ 
Floor Office. 
33 | Ms PowerTech | BMRCL/ELE/261/20 ನ ರ ದ 
Electricals 19VOL-1/6602 SESE 4,90,100.00 
dtd 24.10.2019. office Shanthinagar. 
Supply, Installation, testing and 
BMRCL/CEE commissioning of 32 No's of 
M/s.POWER- i 12V/42Ah of EXIDE Make SMF 
34 ONE Micro ಬ Batteries with Interconnectin 
IW/DPO/166/621 dtd . 8 1,52,320.00 
System(P) Ltd 12.12.2019 cables, with Buy Back of OLD 
Ka Batteries at2nd floor BMRCL 
Office Deepanjali nagar Bangalore. 
Comprehensive Annual 
Maintenance of 56 No's of Split AC 
MIs. Air Temp | BMRCL/ELE/201/20 | Units Installed at Sth Floor Office, 
19VOL-1 453 ial i 
Solution Pvt. Ltd Deepanjalinagar 2nd Floor Office 3,03,800.00 
dtd 16.04.2019. and M G Road Land Section Office 
of BMRCL. 
Comprehensive Annual 
maintenance Contract (AMC) for 
36 M/s. Air Temp 31.12.2019 24 No's of Blue Star Make AC unit 
Solution Pvt. Ltd KN installed at BMRCL 3rd Floor , C 1,23,169.00 
Block Annex-il BMTC Complex , 
Shanthinagar, Bangalore 
Providing Additional Lights at New 
BMRCL 3rd Floor Annex-II 
M/s PowerTech Building and replacement of CFL 
ಫ Electricals HE by LED at 3rd Floor Old building 4,82,556.00 
BMRCL office, Shanthi Nagar 
Corporate Office, Bangalore 
Supply, Installation, Testing, 
38 ONE Micro 19/Vol-V 8983 ONLINE UPS System wiyh SMF 3,40.480.00 
System(P) Ltd Dt: 31.12.2019. Batteries with cabling at R1A, PH- 


2 BMRCL Office Baiyappanahalli. 


Total 


1,19,85,847.07 


LOCAL TENDERS EXECUTED DURING THE YEAR - 2020 


S.No NemeDs LOA No. Name of Work Value of work 
Contractor 
; M/s Topaz [oe BMRCL/004/ELE/20 Supply, POE and 
Systems 20/Vol-1/ 9791 Commissioning of Cable From 1.18,000.00 
Dtd. 21.01.2020 Module To Gas Release Panel 
Dismantling Of All E&M And Fire 
Related Installations And 
p M/s. Power Tech | BMRCL/204/ELE/20 Securing/Rerouting Suitably From 
Electricals 19 The Areas To Be Dismantled At 4,79,494.00 
Did. 08.07.2019 R.V.Road Staton Of Phase-I For 
Construction Of Phase-II Works 
Shifting of street light poles to 
BMRCL/0314/ELE/2 | facilitate modified foot path works 
M/s. Power Tech } 
3 Electricals 020/4532 dtd. at Anjanapura Cross Road and 4.82.977.00 
03.09.2020 Krishna Leela Park Stations of 
Reach-4 Extension, Phase-lIl. 
SITC of various Electrical works 
BMRCL/031S/ELEN like shifting of cable tray, earthing 
M/s. Power Tech strip, fixing of isolator, GI conduit, 
4 020/7117 dtd. | p 
Electricals GI strip etc. at various metro 4,26,254.00 
07.11.2020 | 
stations of Phase-I for executing 
Phase-Il works. 
BMRCL/316/ELE/20 Providing Power sockets for battery 
5 M/s. Power Tech 20/7680 Dtd charger points for Property 
Electricals i Development at Reach-2 & Reach- 4,89,228.00 
25.11.2020 ] 
4 stations of Phase-l. 
F M/s. Power Tech | BMRCL/0341/ELE/2 ಪ painting ds A ಎ 
Electricals 020/Vo1-1/7118 SS 3,24,939.00 
dtd. 07.11.2020 BMRCL. 
BMRCL/0351/ELE/2 | Supply and Fixing of LED light 
8 ಮ Tech | 020/8211 dud. fixtures at 3,42,259.00 
09.12.2020 Baiyappanahalli OCC Building. 
Ms Hi-Tech BMRCL/0352/ELE/2 | LOA for Supply and Fixing of 
9 Electrical 020/8580 dtd. meters along with required cabling 3,61,333.00 
ಮ 16.12.2020 works at Bangalore Santhe. 
M/s P Tech BMRCL/0354/ELE/2 | Electrical works executed urgently 
10 [io | 020/8978 did. at Reach-4B metro stations Phase- 3,57,227.00 
ನ 10.11.2020 IL in view of CMRS inspection. 
Ms. Sri 
11 Manjunatha 07.12.2020 construction of cable shaft at 
Building mysore road station 2,87,816.00 
Contractors 
12 |M/s. Engineering | 13.02.2020 


& Design 


Providing ETS panel support frame 


Concepts 


for reach-4 extension stations 


94,340.00 


13 


M/s.MMG 
Engineering 
solutions 


24.06.2020 


Removing and installation of AC 
ducts at kempegowda station 


97,500.00 


14 


M/s. Power Tech 
Electricals 


01.01.2020 


Shifting of 12 Mtr High Mast 
which is infringing Metro Rail 
Corridor at Pier No. BP 186 near 
ESI Junction Hoody in Reach -1 
Extn, Phase -Il of BMRCL 


2,05,437.00 


15 


M/s. Power Tech 
Electricals 


11.11.2020 


Shifting of 20 Mtr High Mast at 
Jyothipura Station in Reach -1 
Extn, Phase -Il of BMRCL 


2,25,674.00 


16 


M/s. Power Tech 
Electricals 


31.12.2020 


Shifting of existing Street Light 
Poles from Pier No.BP105 to Pier 
No. BP202 on LHS of Whitefield 
Main Road in Reach -1 Extension, 
Phase - IT of Bangalore Metro Rail 
Project. 


4,44,7109.00 


17 


M/s. Power Tech 
Electricals 


13.02.2020 


Shifting of Existing street Light 
system which is infringing of 
Beautification / Development of 
Foot Path by BMRCL from 
Nayandahalli Bus stop to 
BangaloreUniversity Gate on 
Mysore Road in Reach -2, Phase - 
I of BMRCL Project 


3,83,156.00 


18 


M/s. Power Tech 
Electricals 


09.12.2020 


Street Lights Poles Shifting / 
Rectification work for 
Beautification of Foot Path works 
from Pier no EP 127 (RMS 
Internation School) to EP 198 
(Anjanapura Cross BDA Road) 
BBMP Bommanahalli Zone,, on 
Kanakapura Main Road on both 
LHS & RHS in Reach -4B , Phase - 
I of BMRCL Project. 


4,80,309.00 


19 


M/s. Power Tech 
Electricals 


27.09.2020 


Shifting of 2 Nos of 12mtr High 
Mast at Silk Board Junction And 
Garibhavipalya- RP.292-293 in 
Reach-5 of Phase-Il of BMRCL 
project. 


3,32,795.00 


20 


M/s.Nagalakshmi 
Electricals 


21.08.2020 


Shifting of BESCOM Electrical 
Utilities infringing the Road 
Junction Improvement Work at 
Rupena Agrahara In Between Pier 
No.RP-214 and RP-215 in Reach 5 


4,89,915.00 


of BMRCL Project Phase-ll.. 


21 


M/s.Nagalakshmi 
Electricals 


10.10.2020 


Shifting of LTFP Box, Releasing of 
9 mtr RCC Poles,11 mtr Spun poles 
and Modification of GOS which are 
coming in the way of Pedestrians 
on the footpath from Sangam Circle 
to BTM Metro Station in Reach -5 
of Phase-II of BMRCL project. 


4,80,614.00 


22 


M/s. Power Tech 
Electricals 


08.01.2020 


Shifting of 20 Mtr Highmast at 
Brigade Road Junction in MG Road 
Metro Station & Releasing of Poles 
at Pottery Town and Vallara Metro 
stations in Reach -6 UG, Phase - II 
of BMRCL Project. 


1,63,975.00 


23 


M/s. Gowtham 
Electricals 


18.02.2020 


Shifting of LT metering panel and 
internal wiring in Ground Floor, 
First Floor and Second Floor in ESI 
Dispensary building at Dairy 
Circle UG Metro Station on 
Banneraghatta Main Road in Reach 
-6UG of Phase -Il of BMRCL 
project. 


1,45,990.00 


24 


M/s. New 
Basavashree 
Electricals 


11.03.2020 


Shifting of 3 Nos. Existing street 
Light system located near Kendriya 
Vidyalaya (KV) School at 
Thimayya Road and Providing 6 
Nos. LED Street Lights near Trinity 
Circle for transportation of TBM 
(Tunnel Boring Machine) in Reach 
- 6 UG, Phase -Il of BMRCL 
Project. 


2,04,749.00 


25 


M/s.Sri Maruti 
Electricals 


11.06.2020 


Lowering of 66 KV Nimhans - 
Audugodi UG cable infringing at 
South Ramp LHS inside Karmik 
Bhavan near Dairy Circle of 
proposed Bannerghatta - Nagawara 
Reach -6 , Phase - Il of BMRCL 
Project 


3,72,499.65 


26 


M/s. Gowtham 
Electricals 


13.07.2020 


Shifting of Defence 
Communication Cu Armoured 
Cable in MG Road Metro Staton in 
Reach -6 UG , Phase - Il of 
BMRCL Project 


4,88,533.00 


27 


M/s. Power Tech 
Electricals 


18.08.2020 


Shifting of CCTV camera at 
Cubbon Road Junction (M.G. 
Road) , Mico Station and 
Removing of Solar Traffic Signals 


2,26,625.00 


and Street Light Poles at Vellara 
Mico and MG Road Stations in 
Reach-6 UG of Phase-Il of 
BMRCL project. 


Shifting of 16 Mtr High Mast at 
Nagawara Circle and Relaseing of 


28 pe ಮ 22.10.2020 Existing Street lights at Tannery a 
ಭಟ Road in Reach -6 UG, Phase - Il ಭಿ 
of BMRCL Project 
Providing and Shifting of Solar 
Traffic Signals and CCTV cameras 
29 07.11.2020 at Nagawara and Tannery Road UG 450,233.00 
Stations in Reach-6 UG of Phase-II ಮನ 
of BMRCL project. 
LOA for cable laying and 
BMRCL/CEE(T)/20 commissioning of Disconnector 
30 Ms. LS 11/ELE/2018/Vol- Switch Boxes (9Nos) installed at 
infotech., 1/9713 peenya depot area through Remote 4,36,460.00 
dtd. 16.01.2020. Operations for BMRCL Phase-1 
Project. 
KE LOA for providing and fixing of 
31 & ಹನ 8 | BMRCL/ELE/018/20 | ETs panel support frames for 
c ಶಿ 20 Reach-4 extension stations of 94,340.00 
olicepis; dtd. 13.02.2020 phase-ll 
The following works as mentioned 
below: 
a. Supply & fixing of MS plate 
Danger Caution Board at R4b 
extension lines. 
M/s PowerTech BMRC/ELE/211/201 | p, Supply & fixing of PVC Danger 
32 Electricals 8/Vol-1/10663 dtd. Caution Board at R4b extension 3.71.470.00 
17-11-2020 i ಸ 
c. Applying Polysulphade putty at 
Tracks of Reach-4b extension. 
d. Supply of flags, banners, stands 
and Miscellaneous items to 
Reach-4b Extension lines. 
SE 
METALS dt:05.12.2020 Konanakunte Cross Metro station NL 
M/s. Engineering | BMRC/ELE/0356/20 | Covering the Gap between 
34 & Design 20/Vol-1/ 8982 Escalator & stair case at KLPK, 4.85.976.00 
Concepts dt:29.12.2020 VJRH & APTS Metro station ನ್‌ 
BMRCL/ELE/2020- | Replacement of CFL by LED 
35 M/s PowerTech 21/NOL-1/194 Board Room, Conference Hall and 
Electricals 4,58,650.00 


Dtd:14.07.2020. 


Deepanjali Meeting Room at 3rd 
Floor BMRCL Corporate Office 


Shanthinagar Bangalore. 


Replacement of CFL by LED 


M/s PowerTech BMRCL/ELE/2020- | Board Room, Conference Hall and 
36 Electricals 21/VOL-1/194 Deepanjali Meeting Room at 3rd 458.650.00 
dtd:14.07.2020. Floor BMRCL Corporate Office WS 
Shanthinagar Bangalore. 
LOA for the work of Supply, 
Installation, testing and 
BMRCL/CEE- commissioning of 32 No’s of 
37 ಗ US/PH- 12V/65Ah of EXIDE Make SMF 
System(P) Ltd IVDPO/209/213 Batteries with Interconnecting 1,94,253.00 
Y DT:20.07.2020 cables, with Buy Back of OLD 
Batteries at Shanthinagar 
Bangalore. 
LOA for the work of Supply, 
Installation, testing and 
BMRCL/CEE- commissioning of 32 No’s of 
38 pe US/PH- 12V/65Ah of EXIDE Make SMF 
System(P) Ltd IUDPO/209/213 Batteries with Interconnecting 1,94,253.00 
Y DT:20.07.2020 cables,with Buy Back of OLD 
Batteries at Shanthinagar 
Bangalore. 
39 | Mis PowerTech | BMRCL/ELE/2020/ Lights at 
Electricals VOL-1/ CONAN 494,648.00 
dtd 18.02.2020 Office Shanthinagar Bangalore. 
Arranging Temporary Power 
MIs. SM BMRCL/CEE- Supply for Testing of Signaling and 
40 En FE US/R4B/PH-112020- | Telecommunication Equipments at 443,184.00 
ಕ K 21/DPO/ 207/212 Thalgattapura Station in Reach- ನ 
dtd 20.07.2020. 4B,Phase-Il of BMRCL Project. 
BMRCL/CEE- Arranging Temporary Power 
Ms Hi-Tech US/R4B/PH-I12020- | Supply for Testing of Signaling and 
41 Electricals 21/ Telecommunication Equipments at 4.80.994.00 
DPO/205/2759/14.07 | Anjanapura Twon Ship in Reach- PE 
2020. 4B,Phase-Il of BMRCL Project. 
Arranging Temporary Power 
M/s.SM BMRCL/CEE- Supply for Testing of Signaling and 
42 En ಗ US/R4B/PH-1I2020- | Telecommunication Equipments at 431,129.00 
ಈ 4 21/ DPO/191/12005 | AnjanapuraCross Road in Reach- A 
dtd 13.03.2020 4B,Phase-Il of BMRCL Project. 
Arranging Temporary Power 
M/s New BMRCL/CEE- Supply for Testing of Signalling 
43 Bask US/R4B/PH-112020- and Jelecomunieaon 
Flectticals; 21/ DPO/192/12045 | Equipment’s at Krishna Lila Park 4,62,890.00 


dtd 14.03.2020. 


in Reach-4B,Phase-Il of BMRCL 
Project. 


Arranging Temporary Power 


BMRCL/CEE- upply for Testing of Signallin 
44 US soWerkech US/R4B/PH-112020- ಹ ರ k 
eetpcaly 21/ DPO/196/1726 Equipment’s at Vajarhalli in Reach- ತ 
dtd 13.06.2020. 4B,Phase-Il of BMRCL Project. 
Supply, Testing, Installation and 
Commissioning of New 40 KVA 
ONLINE UPS System with 3 Phase 
input and 3 Phase Output with 32 
45 ಮ 07.10.2020 No'’s of 12V/ 65Ah of Batteries (30 
System(P) Ltd minutes of backup time) with 4,87,200.00 
interconnecting cables, etc., at 3rd 
floor New BMRCL (Old VTPC) 
office, Annex - Il, Shanthi Nagar, 
Bangalore. 
Providing Electrical, DATA 
Communications and Voice 
MIs. Skyline Communication in all work stations 
46 Fleck NER 04.12.2020 and officers cabin at new office 4.66.947.00 
i (VTPC) 3rd floor Annex-Il A 
building BMRCL office, 
Shanthinagar Bangalore. 
Comprehensive Annual 
M/s. TECHSER maintenance Contract (AMC) for 
47 Power Solutions 10.10.2020 Three Years TECHSER make UPS 2,36,826 .00 
Pvt Ltd at BMRCL Corporate office 
Shanthinagar, Bangalore 
Providing LED lights @ MD 
48 M/s. Gowtham 10.10.2020 Chamber, VC Room & VC Office 
Electricals @ 3rd Floor BMRCL Shanthinagar 4,08,905.00 
, Bangalore 
Comprehensive Annual 
maintenance Contract (AMC) for 
ಸ ಮ i 56 No's of Split AC unit installed at 
Ld. Sth Floor office, Deepanjali Nagar 3,53,882.00 
2nd Floor & MG Road Land 
officer's Bangalore 
Comprehensive Annual 
maintenance Contract (AMC) for 
50 M/s TOOT MNE 20.07.2020 One Year ETA Make HVAC units 
TECH Pvt Ltd., ಆ and Spilt Ac's works at BMRCL 2,82,609.00 
Corporate office, Shanthi Nagar 
Bangalore 
M/s.POWER- Supply and Installation of 30 KVA 
51 ONE Micro 26.11.2020 IGBT Based Double Conversion 
System(P) Ltd., Online UPS System with 3 Phase 4,97,280.00 


Input and One Phase output with 


12V - 150 AH Exide SMF Batteries 
with BUILT IN Isolation 
Transformer with Paralleling kit 
and SNMP Card for server Room at 
BMRCL Shanthi Nagar Corporate 
Office, Bangalore 


Total 


1,67,89,065.65 


LOCAL TENDERS EXECUTED DURING THE YEAR - 2021 


S.No Dame ol LOA No. Name of Work Value of work 
Contractor 
M/s Power Tech BMRCL/161/ELE/20 | Providing LED Light Fixtures 
1 Electrical 21/10322 dtd. along with required accessories at 4,39,083.00 
ಸ 02.02.2021 FOB of Nagasandra Metro Station. 
Additional Electrical works 
, BMRCL/0168/ELE/2 | Executed at Reach-4B Metro 
M/s Hi-Tech y ಮ 
2 Electrical 021/10897 dtd. Stations of Phase-Il, in view of 2,47,851.00 
EE 12.02.2021 Commissioning of the Reach and 
Commencing of Revenue Services. 
Providing power supply for power 
Mis Power Tech | BMRCL/358/ELE/20 | P3PK units mstalled at Reach-3 
3 ) stations of Phase-I by M/s Spyke 4,09,149.00 
Electricals 20/9572 
(Agency approved by property 
development wing) 
Providing GI pedestials for DC 
M/s E&D Metal cables in Konanakunte cross, 
4 Tech LL doddakalasandra, vajarahalli AI 
stations of reach-4 extension 
Ms. Engineering cables in Thallaehaita pur and Silk 
5s | & Design 03.02.2021 ಮ, SE 423,030.00 
institute stations of reach-4 
Concepts } 
extension 
M/s. Engineering p 
6 |&Design 15.01.2021 EO NO 3,60,850.00 
extension 
Concepts 
Shifting of 3.5c X 240 Sq.mm 
Armoured LT UG Cable which is 
infringing at Pier No. RP 110 (Near 
7 ನ ಗ 16.01.2021 Jayadeva Metro Station) and 480,705.00 
Providing fencing to DTC at BTM 
Station in Reach -5 of Phase-Il of 
BMRCL project. 
Shifting of Spun pole with 
| Structure material at Pier No.RP 85 
8 16.01.2021 - RP 86 which is infringing 449,220.00 
ನ errection of RIB Segment in Reach 
-5 of Phase-ll of BMRCL project. 
Releasing of DTC with Structure 
materials and Spun poles at 16th 
MSsRK Main Udupi Garden Signal , 
9 Assoicates 18.01.2021 Releasing and Refixing of LTFP 4,14,041.00 


Box and Modification of GOS 
which are coming in the way of 
Pedestrians on the footpath from 


16th Main to Silk Board Junction 
on both LHS & RHS in Reach -5 
of Phase-II of BMRCL project. 


LOA No. Covering the Gap between 
10 M/s.E&D BMRC/ELE/0181/20 | Escalator & stair case at 4.96.568.24 
METALTECH 21/Nol-1/11434 Konanakunte Cross & Vajarahalli ee 
dt:26.02.2021 Metro station 
Releasing and Refixing of Air 
BMRCL/CEE- Conditioning unit for Modified 
11 M/s. Air Temp US/2020- Seating arrangement in New Cabins 4.83.084.00 
Solution Pvt. Ltd., | 21/DPO/239/9973/21 | and work Stations at BMRCL 3rd SALE 
01.2021. Floor Corporate Office Annex-ll, 
Shanthinagar Bangalore. 
Providing LED Lights at old VTPC 
M/s. Skyline Conference Room 3rd floor Annex- 
L Electro Networks EE I building BMRCL office, LN 
Shanthinagar Bangalore 
Providing Electrical, DATA 
Communications and Voice 
MIs. Skyline Communication in all work stations 
13 Bech Needs 02.01.2021 and officers cabin at Old 4,79,332.00 
Conference Hall 3rd floor Annex-II 
building BMRCL office, 
Shanthinagar Bangalore. 
Comprehensive Annual 
maintenance Contract (AMC) for 
M/s. Air Temp 24 No's of Blue Star Make AC unit 
4 Solution Pvt. Ltd., 0 installed at BMRCL 3rd Floor, C ಸೈ 
Block Annex-Il BMTC Complex, 
Shanthinagar, Bangalore 
M/s. Power Tech 
BMRC! ELE/0211/2018/Vol- 
15 Electricals, 28.04.2021 1/1610 dated 28.04.2021 2,83,287.00 
Mis-Engineedng No. BMRCL/ Covering the gap between Escalator 
16 & Design ELE/0237/ and Staircase/wall at Nayandahall, 455,532.00 
Concepts 12021/NV 01-2884 RR Nagar and Jnana Baharati 
Dated: 17/07/2021 Metro Stations. 
M/s. E&D Metal Covering the gap between Escalator 
17 and Staircase at Kengeri and Jnana 4,06,256.00 
Jech ER Baharati Metro Stations. 
Dated: 03/08/2021 
No. BMRCL/ ELE Covering the gap between Escalator 
18 M/s. Proactive 10257/2021/Vo]- and Staircase at Nayandahalli, RR 455,252.00 
Techno Services 1/4161 Nagar, Pattanagere and Kengeri SA 
Dated: 18/08/2021 Station 
No. BMRCL/ ELE Covering the gap between Escalator 
19 M/s. Proactive 10257/2021/Vo]- and Staircase at Nayandahalli, RR 455,252.00 
Techno Services 1/4161 Nagar, Pattanagere and Kengeri ಸ 


Dated: 18/08/2021 


Station 


No. BMRCL/ ELE 


Provision of 1 No BMRCL 


20 ss sehindlel Wo MUN Elevator at Platform- 4,99,140.00 
India Pvt Limited, | 1/4624 2, Baiyappanahalli Metro Station 
Dated: 19/08/2021 AFP 
BMRCL/176/ELE/20 Supply and Fabrication of handrails 
M/s Gangamma at Roof top of Reach-4B Extension 
21 f 21/11155 dated y 
Industries stations for installation of solar 499,750.00 
19.02.2021 
panel. 
M/s Avyaya BNRCL/TTEEE20. | Ode PRP Craknes at 
22 | Technologies 21/11154 dated Wale Way OF SCCasUDE SO aPTO0 
Bie ied 19.02.2021 top panels at Reach-4B Extension 497,285.00 
stations. 
Providing power supply for power 
23 M/s Hi-Tech op bank units installed at Reach-1 and 
Electricals UG stations of Phase-I for property 495,843.00 
30.03.2021 . 
development wing. 
Providing power supply and 
24 M/s Power Tech hh . Electrification of site office of 
Electricals 30.03.2021 Kadugodi depot Reach-1 483,471.00 
ಸ Extension, BMRCL. 
BMRCL/217/ELE/20 | Supply, Fabrication and installation 
M/s E&D 
25 Metaltech 21/1877 dated of covers for cable tray entry cutout 489,231.00 
24.06.2021 wall openings. Ga 
Supply, Fabrication and installation 
M/s E&D BMRCL/218/ELE/20 | of covers using suitable materials 
26 Metaltech 21/1962 dated for DB Pedestals, ETS Box, HVAC 496.507.00 
29.06.2021 pipes and Rain shield with Bird ನ 
Screen for Exhaust fan. 
BMRCL/219/ELE/20 Supply, Fabrication and installation 
2] M/s E&D 21/1876 dated of production cover for fire hydrant 
Metaltech valves at road level and stand for 487,603.00 
24.06.2021 
RO water tank. 
Mis Power Tech BMRCL/233/ELE/20 Supplying and laying of DWC pipe 
28 Electrical 21/3202 dated for street light cabling at Reach-2 484 682.00 
EE 28.07.2021 extension stations, BMRCL ಕ 
BMRCL/234/ELE/20 | Arranging Power Supply from 
29 ಟ ಹ Tech | 2112921 dated BESCOM to Kadugodi site office, Wet 
a: 19.07.2021 BMRCL rk 
| BMRCL/261/ELE/20 Miscellaneous Works at Reach-2 
30 M/s Hi-Tech 21/4163 dated Extension Stations, Phase-Il in 
Electricals view of CMRS Inspection and 497,377.00 
28.06.2021 ಸ್ರ 
commissioning of the Reach 
| BMRCL/262/ELE/20 Miscellaneous Works at Reach-2 
M/s Hi-Tech Extension Stations, Phase-Il in 
31 f 21/4164 dated " 
Electricals view of commencement of revenue 366,333.00 
28.12.2020 4 
operations. 
Relocation of Tubular Poles and 
pic 2essLen0 | PB and of Ia 
32 |MIsHM. traders | 21/4165 dated J 
23.03.2021 per revised road level layout, 489,745.00 
Bs Reach-4 Extension, Phase-ll, 
BMRCL. 
BMRCL/264/ELE/20 | Shifting of Tubular Poles and 
33 M/s H.M. traders | 21/4166 dated supply and fixing of street lights at 468,559.00 


01.04.2021 


Krishna Leela Park station and 


Anajanapura Township station as 
per modified service road 
Alignment, Reach-4 Extension, 
Phase-Il, BMRCL. 


Supplying & Laying of Street Light 


34 M/s HM. trad ಲ and Lights at Parking Area of 
BLN LALICELS 3105. ois Mailasandra Metro Station, Reach- 492,883.00 
2 Extension, Phase-Il, BMRCL. 
Supplying, Installation, Testing and 
MiCPoce Tech BMRCL/266/ELE/20 | Commissioning of Street Lights, 
35 Electricals 21/4162 dated LED Lights and Repair Works at 346,910.00 
08.07.2021 Mysore Road RSS and Metro SN 
Station, Phase-Il, BMRCL 
BMRCLP6TIELE2O | PUPPY Installation, Testing and 
36 M/s Power Tech 21/1875 dated Commissioning of LED Lights at 
Electricals 28.06.2021 Reach-2 Extension Stations, 422,220.00 
ಕ್ರ BMRCL 
Ms. Air temp BNMRCIIG8IELEDO |SUPp!Y nsallahon Testing-and 
37 | Solutions Pvt. 20/4160 dated Commissioning oA Cong Hones 
Ltd 20.07.2020 at Kadugodi Depot Office of 499,940.00 
i 4 Reach-1, Phase-Il, BMRCL 
BMRCL/28160/ELE/ Shifting of 16 Mir. Highmast at 
M/s Power Tech Jnanabharathi Station of Reach-2 
38 ) 2021/4168 dated A k 
Electricals 23.07.2021 Extyension Station, phase-ll, 383,114.00 
hs BMRCL 
Total 1,64,51,967.24 


